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Title  40 — Protection  of  the  Environment 

[FRL  805-8) 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION  AGENCY 
SUBCHAPTER  C — AIR  PROGRAMS 

PART  52— APPROVAL  AND  PROMULGA¬ 
TION  OF  IMPLEMENTATION  PLANS 

Ohio-Sulfur  Dioxide  Plan 

On  January  30,  1972,  the  Governor  of 
Ohio  submitted  the  “Implementation 
Plan  for  the  Control  of  Suspended  Par¬ 
ticulate,  Sulfur  Dioxide,  Carbon  Mon¬ 
oxide.  Hydrocarbons,  Nitrogen  Dioxide, 
and  Photochemical  Oxidents  in  the  State 
of  Ohio”  to 'the  Administrator  of  the  En¬ 
vironmental  Protection  Agency.  The 
plan  was  adopted  by  the  Ohio  Air  Pol¬ 
lution  Control  Board  following  public 
hearings  held  on  January  18,  1972,  in 
Columbus,  Ohio.  This  plan  was  submitted 
pursuant  to  Section  110  of  the  Clean  Air 
Act,  as  amended,  which  requires  States 
to  adopt  implementation  plans  to  achieve 
and  maintain  the  national  ambient  air 
quality  standards  (40  CFR  Part  60) .  On 
May  31,  1972  (37  PR  10842),  the  Ad¬ 
ministrator  approved  the  Ohio  plan 
with  specific  exceptions.  Subsequently, 
amendments  were  submitted  which  per¬ 
mitted  full  approval  of  the  plan  on  Sep¬ 
tember  22,  1972  (37  PR  19806) . 

On  June  28,  1973,  the  United  States 
Court  of  Appeals  for  the  Sixth  Circuit 
decided  the  case  of  Buckeye  Power  Com¬ 
pany,  et  al.  v.  EPA,  481  F.2d  162.  The 
court  vacated  the  Administrator’s  ap¬ 
proval  of  the  Ohio  plan  and  remanded 
the  case  to  the  Agency  for  compliance 
with  Section  553  of  the  Administrative 
Procedure  Act,  as  articulated  in  the 
court’s  opinion,  viz.,  to  take  comments, 
data  or  other  evidence  from  interested 
parties,  and  to  express  the  basis  for  en¬ 
suing  administrative  actions. 

On  August  27,  1973,  the  Governor  of 
Ohio  withdrew  from  the  proposed  Ohio 
plan  the  control  strategy  and  regulations 
for  control  of  sulfur  dioxide.  The  re¬ 
mainder  of  the  plan  was  proposed  on 
November  15,  1973  (38  FR  31543)  and 
was  approved  on  April  15,  1974  (39  FR 
13530) .  with  specific  exceptions.  Because 
the  Governor  of  Ohio  withdrew  the  orig¬ 
inally  submitted  control  strategy  and 
regulations  for  control  of  sulfur  dioxide, 
the  plan  was  disapproved  in  that  respect. 

On  May  30, 1974,  the  Governor  of  Ohio 
submitted  a  proposed  sulfur  dioxide 
strategy  and  regulations  to  the  Adminis¬ 
trator  to  cure  the  defects  in  the  Ohio 
Implementation  Plan  noted  in  the 
April  15,  1974,  Federal  Register,  cited 
above.  However,  on  September  13,  1974, 
the  Ohio  Environmental  Board  of  Re¬ 
view  overturned  a  portion  of  these  regu¬ 
lations,  thereby  rendering  same  unen¬ 
forceable.  Since  the  plan  for  control  of 
sulfur  oxides  could  no  longer  be  effectu¬ 
ated  as  designed  by  the  State,  the  Admin¬ 
istrator  deemed  It  an  ineffective  submis¬ 
sion  and  no  further  rulemaking  action 
was  taken.  The  Governor  of  Ohio  formal¬ 
ly  withdrew  the  proposed  regulations  on 
July  16. 1975. 

Where  the  Administrator  determines 
that  a  State  plan  or  portions  thereof  do 
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not  meet  the  requirements  of  the  Clean 
Air  Act  as  amended,  and  40  CFR  Part  51, 
he  is  directed  by  Section  110(c)  of  the 
Act  to  propose  and  subsequently  promul¬ 
gate  regulations  setting  forth  a  substi¬ 
tute  implementation  plan  or  portion 
thereof.  Accordingly,  on  November  10, 
1975,  the  Administrator  proposed  such 
an  alternate  plan  for  the  control  of  emis¬ 
sions  of  sulfur  dioxide  in  the  State  of 
Ohio  (40  FR  52410  et  seq) .  Hearings  on 
the  proposed  rules  were  conducted  by  the 
Environmental  Protection  Agency  in 
Cincinnati  (December  18,  1975),  Cleve¬ 
land  (January  6,  1976),  Steubenville 
(January  8,  1976),  and  Columbus  (Jan¬ 
uary  13  and  14,  1976) .  Interested  parties 
presented  their  comments  at  these  hear¬ 
ings  and  through  the  mail.  Each  com¬ 
ment  was  carefully  considered.  In  several 
cases,  being  responsive  to  comments  ne¬ 
cessitated  a  modification  of  the  proposed 
regulation.  The  final  rules  as  published 
herein  are,  however,  completely  in  char¬ 
acter  with  the  original  scheme.  Each  de¬ 
viation  from  the  proposed  regulation  re¬ 
sulted  directly  from  public  comment 
and/or  a  more  precise,  sophisticated 
method  of  analyzing  the  data. 

Set  forth  below  are  the  substitute  sul¬ 
fur  dioxide  control  regulations  designed 
to  attain  and  maintain  the  ambient 
standards  for  sulfur  dioxide  in  Ohio 
thereby  correcting  the  deficiency  in  the 
Ohio  Implementation  Plan  listed  above. 
The  maintenance  portion  of  the  plan  is 
based  on  projected  growth  over  the  next 
ten  years  and  the  degree  of  control  re¬ 
quired  of  existing  sources  reflects  the 
projected  emission  increase. 

Because  of  the  exceptional  circum¬ 
stances  that  surround  this  rulemaking, 
i.e.,  the  vacation  of  the  Administrator’s 
original  plan  approval  and  the  inability 
of  the  State  to  thereafter  submit  an  ap- 
provable  sulfur  dioxide  strategy,  the 
rulemaking  contemplated  herein  ef¬ 
fectively  constitutes  the  first  federally 
operative  plan  for  controlling  sulfur  di¬ 
oxide  within  the  State.  Consistent^ 
therefore,  with  the  Clean  Air  Act’s  in¬ 
junction  that  primary  ambient  stand¬ 
ards  be  attained  within  three  years  of 
plan  approval  (or  such  earlier  time  as 
may  be  practicable) ,  the  attainment  date 
promulgated  herein  is  three  years  from 
this  effective  date  of  these  regulations. 
Not  all  sources  will  require  a  full  three 
years  in  order  to  achieve  compliance;  in 
given  cases  “expeditious  as  practicable” 
compliance  may  require  compliance  far 
in  advance  of  the  attainment  date. 

Control  Strategy  Description 

The  control  strategy  promulgated  to¬ 
day  to  attain  and  maintain  the  sulfur  di¬ 
oxide  ambient  air  quality  standards  in 
Ohio  was  developed  through  both 
county-by-county  and  facility-specific 
analyses  of  air  quality  to  determine  the 
existence  and  severity  of  any  sulfur  di¬ 
oxide  problems.  Where  air  quality  prob¬ 
lems  were  identified,  appropriate  regula<- 
tions  were  developed  for  specific  coun¬ 
ties,  groups  of  sources,  or  individual 
sources  as  necessitated  by  the  extent  of 
the  air  quality  problem. 


Growth  projections  were  made  for  all 
areas  through  1985,  with  the  projected 
impact  of  such  growth  included  in  the 
developed  control  strategy.  Within 
the  eighty-eight  counties  comprising  the 
state,  approximately  150  individual  fa¬ 
cilities  have  been  specifically  identified 
for  control.  In  addition,  thirty-three 
counties  were  identified  as  possessing 
no  existing  or  potential  sulfur  dioxide 
air  quality  problems  from  existing 
sources  inasmuch  as  existing  sources  in 
those  counties  do  not  adversely  affect 
air  quality  standards.  No  controls  are 
being  promulgated  for  sources  located 
in  these  counties.  However,  it  should  be 
noted*  that,  where  applicable,  sources  in 
these  counties  will  still  be  subject  to 
state  new  source  review  requirements, 
federal  new  source  performance  stand¬ 
ards,  ‘  and  non-significant  deterioration 
requirements. 

Ifc  response  to  public  comments  re¬ 
ceived  regarding  the  application  of 
county-wide  emission  limitations,  which 
were  derived  from  the  analysis  of  a 
single  isolated  facility  or  group  of  facili¬ 
ties  in  that  county,  individual  facilities 
in  counties  are  now  being  specifically 
identified  for  control.  No  controls  are 
being  promulgated  for  the  remaining 
sources  in  those  counties  for  the  same 
reasoning  applied  to  the  thirty-three  un¬ 
controlled  counties  referenced  above. 
For  the  remaining  counties,  the  promul¬ 
gated  control  strategy  establishes  spe¬ 
cific  kidus  trial  process  limitations  for 
identified  industry  categories  and/or  a 
general  industrial  process  requirement. 
In  addition,  fuel  combustion  sources  are 
required  to  meet  specified  emission  limi¬ 
tations  as  a  function  of  the  rated  ca¬ 
pacity  and  location.  Certain  sources  have 
made  representations  to  close  down 
within  the  next  3  years — for  these 
sources  a  zero  emission  rate  was  used  in 
the  dispersion  modeling  and  is  promul¬ 
gated  in  the  following  rules.  Should  the 
present  or  any  subsequent  owner  or  op¬ 
erator  desire  to  continue  in  operation 
any  such  source,  the  Administrator  will 
consider  a  petition  to  establish  an  ap- 
propriate  emission  limitation. 

f  Industrial  Process  Regulations 

la  the  development  of  the  proposed 
regulations,  the  Administrator  proposed 
to  utilize  a  general  industrial  process 
emission  limitation  expressed  in  pounds 
of  SO*  per  hour.  The  proposed  limitation 
was  standardized  for  application 
throughout  the  state  (with  the  excep¬ 
tion  of  the  32  unregulated  counties). 
However,  a  substantial  amount  of  con¬ 
cern  was  expressed  regarding  the  appli¬ 
cation  at  preselected  emission  limita¬ 
tions.  instead,  it  was  suggested  that,  in 
order  to  minimize  the  potential  for  con¬ 
trolling  source  emissions  to  a  greater 
extent  than  may  be  necessary  to  assure 
the  attainment  and  maintenance  of  the 
ambient  air  quality  standards  through¬ 
out  the  various  counties  in  Ohio,  the 
emission  limits  should  vary  according  to 
ttaq  individual  needs  of  each  county. 

hi  response  to  these  concerns,  the  Ad¬ 
ministrator  applied  a  revised  method¬ 
ology  for  control  strategy  development. 


FEDERAL  REGISTER,  VOL  41,  NO.  166 — FRIDAY,  AUGUST  27,  1976 


RULES  AND  REGULATIONS 


36325 


Under  the  new  approach,  a  general  In¬ 
dustrial  process  emission  limitation  was 
applied  only  to  those  specific  areas  In 
which  such  a  limitation  was  clearly 
shown  to  be  necessary.  Furthermore,  the 
revised  industrial  process  emission  limi¬ 
tation  now  varies  from  county  to  county 
as  a  function  of  the  air  pollution  prob¬ 
lem,  the  existing  emission  rate  of  the 
contributing  sources,  and  the  overall 
emission  reduction  needed.  The  general 
Industrial  process  limitation  Is  now  being 
expressed  as  pounds  of  80,  per  ton  of 
process  weight  In  response  to  concerns 
expressed  regarding  the  proposed  regu¬ 
lation  which  was  expressed  In  pounds  of 
80,  per  hour.  The  regulation  is  being 
applied  both  generally  and/or  specifi¬ 
cally  to  identified  sources  depending 
upon  the  particular  county. 

Several  specific  Industrial  process 
emission  limitations  are  being  promul¬ 
gated  for  certain  .  Industry  categories. 
The  Industrial  process  regulations  In  this 
final  rulemaking  include  sulfuric  acid 
manufacturing  plant  regulations  (ex¬ 
pressed  as  pounds  of  sulfuric  acid  per 
ton  of  100%  acid  produced) ;  sulfur  re¬ 
covery  plant  regulations  (expressed  as 
pounds  of  80,  per  1000  pounds  of  sulfur 
processed) ;  coke  oven  regulations  (ex¬ 
pressed  as  grains  of  sulfurous  gases  per 
dry  standard  100  cubic  feet  of  coke  oven 
gas) ;  and  a  zinc  smelter  regulation  Iden¬ 
tical  to  the  originally  proposed  regula¬ 
tion.  The  emission  limitations  for  the 
Industrial  process  operations  vary  from 
county  to  county. 

In  addition  to  the  above  Industrial 
process  regulations,  regulations  appli¬ 
cable  to  petroleum  refineries  are  also  in¬ 
cluded  which  are  more  specific  than  the 
proposed  emission  limitation.  As  a  re¬ 
sult  of  public  comments  received  on  the 
proposed  regulation,  the  petroleum  re¬ 
finery  regulations  Include  emission  limi¬ 
tations  applicable  to  catalytic  cracking 
units  (expressed  in  pounds  of  SO,  per 
1000  pounds  of  charging  stock) ;  treating 
operations  (expressed  as  an  exhaust  gas 
concentration  In  parts  per  million) ;  and 
off-gas  combustion  (expressed  In  grains 
of  sulfurous  gases  per  dry  standard  100 
cubic  feet  of  oil  refining  gas) . 

Fuel  Combustion  Regulations 

In  developing  the  final  fuel  combus¬ 
tion  emission  limitations,  the  Adminis¬ 
trator  reexamined  the  major  fuel  burn¬ 
ing  installations  within  each  county  in 
the  state  to  reassess  the  degree  of  con¬ 
trol  required,  if  any,  in  light  of  public 
comments  received.  The  final  regulations 
are  expressed  in  terms  of  pounds  of  SO, 
emitted  per  million  BTU  of  heat  input. 
Again,  as  with  the  industrial  process  reg¬ 
ulations,  the  emission  limitations  vary 
from  county  to  county  and  are  both  gen¬ 
eral  and  facility-specific  depending 
upon  the  particular  pollution  problems, 
the  size  and  distribution  of  the  facilities, 
and  the  required  overall  emission  reduc¬ 
tions. 

Several  refinements  were  made  to  the 
methodologies  applied  to  the  various 
urban  areas  in  Ohio,  In  arriving  at  the 
final  emission  limitations.  For  the 


Youngstown  (Mahoning  and  Trumbull 
Counties) ,  Cincinnati  (Hamilton 
County),  and  Steubenville  (Jefferson 
County)  areas,  the  methodology  utilized 
In  the  development  of  the  proposed  regu¬ 
lations  (Le-  the  “linear  rollback’’  con¬ 
cept)  was  modified  to  more  accurately 
assess  air  quality  impacts  by  source  cate¬ 
gory.  Individual  major  facilities  were 
also  examined  separately  with  computer 
dispersion  models  to  arrive  at  the  final 
facility-specific  emission  limitations. 
However,  dispersion  model  techniques 
could  not  be  applied  on  a  broad  basis  in 
these  areas  due  to  the  effects  of  the 
surrounding  terrain. 

In  the  Cleveland  (Cuyahoga,  Lake  and 
Lorain  Counties),  Akron  (Summit 
County) ,  Toledo  (Lucas  County) ,  Dayton 
(Montgomery  County) ,  Columbus 
(Franklin  County)  and  Canton  (Stark 
County)  -areas,  refined,  more  sophisti¬ 
cated  modelling  techniques  were  applied 
to  develop  the  final  emission  limitations. 
The  revised  methodologies  were  utilized 
to  provide  a  more  accurate  assessment 
of  the  impact  of  source  emissions  on 
both  the  annual  and  short  term  air 
quality  standards.  No  emission  limita¬ 
tions  are  being  promulgated  for  sources 
with  capacities  less  than  10  million  BTU 
per  hour  of  heat  input  as  these  sources 
were  found  to  have  an  insignificant  Im¬ 
pact  upon  air  quality. 

For  all  major  isolated  fuel  combustion 
facilities  In  Ohio  where  no  pollutant/ 
plume  interaction  could  be  found  be¬ 
tween  a  particular  facility  and  any  sur- 
sounding  facilities,  control  options  are 
being  included  In  the  final  emission  limi¬ 
tations.  These  options  are  such  that  the 
source  owner  or  operator  may  choose 
(within  a  specified  period  of  time)  be¬ 
tween  a  uniform  emission  limitation  ap¬ 
plicable  to  all  stacks  at  that  facility  or  a 
series  of  stack -specific  emission  limita¬ 
tions.  The  latter  choice  provides  for 
maximum  flexibility  of  emission  control 
sufficient  to  assure  the  attainment  and 
maintenance  of  the  air  quality  stand¬ 
ards,  coupled  with  the  potential  for  mini¬ 
mum  economic  impact  on  a  particular 
facility.  Choosing  an  option  will  not  re¬ 
lieve  a  source  of  the  duty  to  comply  with 
applicable  emission  limits'  as  expediti¬ 
ously  as  practicable  but  no  later  than 
the  attainment  date. 

Public  Comments  Received 

The  Agency  believes  that  its  respon¬ 
sibility  following  the  public  hearings  and 
the  period  for  comment  Is  to  consider 
seriously  each  and  every  piece  of  infor¬ 
mation  and  in  certain  Justifiable  In¬ 
stances,  modify  the  regulations  in  reli¬ 
ance  thereon.  The  Agency  carried  out 
that  duty.  Each  modification  to  the  pro¬ 
posed  rule  making  has  been  made  as  the 
direct  result  of  a  specific  comment 
thereon,  as  the  result  of  a  more  detailed 
data  base  or  as  a  result  of  a  more  exact, 
sophisticated  modeling  technique  than 
was  used  In  the  proposal.  None  of  these 
modifications,  however,  has  substantively 
altered  the  character  iff  the  original 
regulatory  scheme,  and  the  Admlnistrtor 
has  therefore  determined  that  the  need 


for  further  hearings  or  comments  is  ob¬ 
viated.  As  the  U.S.  Court  of  Appeals  for 
the  first  Circuit  stated  in  South  Terminal 
Carp.  v.  EPA,  604  F2d  646(1974):  "A 
hearing  Is  Intended  to  educate  an  agency 
to  approaches  different  from  its  own  and 
In  shaping  the  final  rule  It  may  and 
should  draw  on  the  comments  ten¬ 
dered.  .  .  .  Parties  have  no  right  to  in¬ 
sist  that  a  rule  remain  frozen  in  Its 
vestigial  form.’*  The  Court  of  Appeals 
for  the  District  of  Columbia  recently 
said:  “The  requirement  of  submission 
of  a  proposed  rule  for  Comment  does  not 
automatically  generate  a  new  opportu¬ 
nity  for  comment  merely  because  the  rule 
promulgated  by  the  Agency  differs  from 
the  rule  it  proposed,  partly  at  least,  in 
response  to  submissions.  A  contrary  rule 
would  lead  to  the  absurdity  that  in  rule- 
making  under  the  APA  the  Agency  can 
learn  from  the  comments  on  its  pro¬ 
posals  only  at  the  peril  of  starting  a  new 
procedural  round  of  commentary’’  (.In¬ 
ternational  Harvester  v.  Ruckelshaus, 
478  F2d  615(1973)). 

Set  forth  below  In  summary  form  Is  a 
discussion  of  the  action  taken  by  the 
agency  in  response  to  the  knowledge 
gained  by  the  agency  as  a  result  of  public 
participation  in  the  rulemaking  process. 
A  more  detailed  description  of  the  dif¬ 
ference  between  the  proposal  and  the 
promulgation  Is  set  forth  In  the  Executive 
Summary  to  the  Technical  Support 
Document. 

The  proposal  was  criticized  for  failure 
to  use  all  available  air  quality  data  and 
for  use  of  Invalid  or  erroneous  air  quality 
data  In  developing  the  regulations. 
Therefore,  the  Agency  reassessed  all 
state,  local  and  private  Industry  data 
including  data  submitted  during  the  pub¬ 
lic  comment  period  in  order  to  secure  the 
most  complete  air  quality  data  base  pos¬ 
sible  In  the  circumstances. 

The  proposal  was  also  criticized  for 
use  of  erroneous  emission  data  for  both 
point  and  area  sources  in  determining 
necessary  controls.  Accordingly,  the 
Environmental  Protection  Agency  re¬ 
examined  ail  state  and  local  agency  data 
previously  used  and  reviewed  any  new 
data  submitted  during  the  public  com¬ 
ment  period.  Additionally,  many  facilities 
were  specifically  contacted  to  obtain  the 
most  accurate,  up-to-date  emission  data. 
These  tasks  were  undertaken  to  secure 
the  most  complete  and  accurate  emis¬ 
sion  data  available  at  this  time. 

The  proposal  was  criticized  for  using 
“p  re -designed”  regulations  since  they 
resulted  in  substantial  over-control  in 
some  instances.  EPA  modified  the  “Con¬ 
trol  Strategy  Forecast  Program”  and  de¬ 
veloped  the  analytical  tools  mentioned 
below  so  that  control  requirements  could 
be  tailored  to  the  source’s  contribution  to 
ambient  air  quality  and  considerations  of 
facility  size  in  order  to  minimize  over¬ 
control  to  the  maximum  extent  possible. 

The  proposal  was  criticized  for  use  of 
a  proportional  modeling  technique 
(a/k/a  “rollback”)  In  some  urban  areas 
to  determine  necessary  oontrols  therein. , 
With  considerable  effort,  the  Agency  was  i 
able  to  identify  and  utilize  more  sophls-  j 
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ticated  analytical  tools  In  developing 
urban  strategies,  such  as  an  urban  short¬ 
term  model  (RAM)  and  a  modified  “roll¬ 
back”  technique  which  is  used  in  con¬ 
junction  with  source-specific  dispersion 
modeling.  This  investigation  was  com¬ 
menced  so  that  EPA  would  use  the  most 
sophisticated  analytical  tools  available  in 
determining  needed  controls  in  the 
state’s  urban  areas. 

The  proposal  was  criticized  for  use  of 
a  single  SO.  ambient  air  background 
value  (concentration  resulting  from 
natural  and/or  area  sources)  throughout 
Ohio  in  developing  the  control  strategy. 
The  Agency  responded  to  this  comment 
by  developing  county-specific  back¬ 
ground  values  where  possible  and  extrap¬ 
olating  SO,  isopleths  in  areas  where 
ambient  air  concentrations  of  SO,  had 
not  been  measured,  in  order  to  assign 
the  most  pertinent  background  values 
possible  to  the  various  areas  of  the  state, 
given  the  available  information. 

The  proposal  was  criticized  for  using 
“value-added”  source  parameters  in  esti¬ 
mating  industrial  emissions  growth  to 
determine  the  need  for  controls  in  main¬ 
taining  air  quality  standards.  EPA  and 
Ohio  examined  other  methods  of  esti¬ 
mating  emissions  growth  and  recon¬ 
firmed  the  superiority  of  the  “value 
added”  approach.  The  Agency  attempted 
to  refine  the  results  of  this  technique  by 
collecting  additional  data  from  various 
State  and  major  urban  planning  agen¬ 
cies  in  Ohio.  These  refinements  were 
sought  to  assure  maintenance  of  stand¬ 
ards  by  the  most  reliable  method  avail¬ 
able  at  this  time. 

Several  local  agencies  criticized  the 
proposed  regulations  because  they  would 
permit  certain  sources  to  emit  greater 
amounts  of  SO,  than  would  local  regula¬ 
tions  covering  the  same  sources.  The  Ad¬ 
ministrator  recognizes  and  respects  the 
rights  of  any  State  or  political  subdivi¬ 
sion  thereof  to  adopt  or  enforce  emission 
standards  stricter  than  those  required  to 
achieve  national  ambient  air  quality 
standards.  Whether  adopted  to  allow  for 
greater  growth  or  as  additional  safe¬ 
guards  to  the  public  health  and  welfare, 
the  Administrator  encourages  continued 
enforcement  of  those  local  regulations. 
Nonetheless  in  formulating  the  regula¬ 
tions  herewith  promulgated,  the  Admin¬ 
istrator  was  required  to  adhere  to  the 
standards  set  forth  at  S  110  of  the  Act'. 

Malfunctions 

The  proposed  regulations  did  not  in¬ 
clude  a  section  dealing  with  malfunc¬ 
tions.  and  the  preamble  requested  com¬ 
ments  on  how  the  problem  of  malfunc¬ 
tions  could  be  addressed.  Several  com¬ 
mentators  offered  sample  regulations  or 
suggested  regulations  presently  utilized 
in  other  states  as  a  means  of  dealing 
with  the  malfunction  problem.  After  re¬ 
viewing  the  comments,  the  Administra¬ 
tor  has  concluded  that  to  penalize  a 
prudent  operator  for  emissions  that  are 
beyond  his  control  is  unreasonable.  The 
Issuance  of  an  administrative  order  or 
the  initiation  of  judicial  action  following 
a  period  of  excess  emission  caused  by  cir¬ 
cumstances  beyond  the  control  of  the 


Technical  and  Economic  Feasibility 

The  proposal  was  criticized  for  failure 
to  consider  technological  and  economic 
feasibility  in  developing  the  proposed 
regulations.  Although  these  factors  were 
considered  in  developing  this  proposal, 
the  Agency  responded  to  this  criticism  by 
providing  for  site  visits  to  twenty  indus¬ 
trial  or  utility  facilities.  The  bulk  of  this 
work  was  performed  by  a  contractor  pur¬ 
suant  to  EPA  specifications.  The  studies 
provide  a  basis  for  determining  the  feasi¬ 
bility  of  the  final  regulations  and  indi¬ 
cate  that  most  site  specific  difficulties 
can  be  overcome.  A  detailed  assessment 
of  the  technical  feasibility  of  these  regu¬ 
lations  is  included  in  the  technical  sup¬ 
port  document. 

Consistent  with  the  recent  Sixth  Cir¬ 
cuit  decision  (Big  Rivers  Electric  Corp. 
et  al.  v.  EPA,  523  F.  2d  16  (1975),  cert 

denied,  - U.S.  - ,  April  19,  1976), 

the  proposed  plan  prohibits  the  opera¬ 
tion  of  a  source  of  pollutant  emissions 
beyond  three  years  from  promulgation 
“without  the  application  of  one  or  more 
systems  which  control  the  ‘kind  and 
amounts’  of  its  air  contaminant  emis¬ 
sions.”  The  Sixth  Circuit  Court  of  Ap¬ 
peals  reasoned  that,  absent  a  showing 
that  measures  which  qualify  as  emis¬ 
sion  limitations  (see  Train  v.  NRDC,  43 
L.  Ed.  2d  731,  745,  1975,  defining  emis¬ 
sion  limitations  as  “regulation  of  the 
composition  of  substances  emitted  into 
the  ambient,  air”)  are  unavailable,  the 
Administrator  cannot  approve  (or, 
therefore,  promulgate)  measures  other 
than  emission  limitations.  Cf.  Big  Rivers 
v.  EPA,  523  F.  2d  at  22.  Consistent  with 
the  Court’s  opinion,  this  rulemaking  con¬ 
tains  only  emission  limitations  since,  in 
the  Administrator’s  Judgment,  such  lim¬ 
itations  are  not  only  capable  of  attain¬ 
ing  national  standards  but  are  also 
achievable  through  application  of  avail¬ 
able  technology. 

Review  of  the  record  developed  in  this 
action  reveals  that  all  affected  sources 
will  be  able  to  meet  the  established  re¬ 
quirements.  However,  it  may  be,  in  ex¬ 
ceptional  circumstances,  that  available 
technology  when  applied  to  a  given 
source  will  not  achieve  the  applicable 
emission  limitation.  In  such  cases,  the 
Administrator  will  consider  a  petition 
for  a  plan  revision  to  those  sources  qual¬ 
ifying  under  the  Agency  policy  set  fourth 
at  41  FR  7450  on  February  18, 1976.  Such 
petitions  should  be  submitted  no  later 
than  60  days  after  promulgation,  should 
be  adequately  documented  and  will,  un¬ 
der  no  circumstances,  permit  extension 
of  the  final  compliance  date. 

Inflation  Impact  Statement 


operator  is  not  appropriate.  However, 
automatic  exemption  for  these  periods  of 
unavoidable  excess  emissions  are  also  not 
appropriate. 

The  Administrator  recognizes  that 
6ome  relief  should  be  afforded  during 
certain  upset  conditions,  but  the  promul¬ 
gation  of  an  upset  regulation  could  serve 
as  a  disincentive  to  develop  better  op¬ 
erating  and  maintenance  procedures.  The 
Administrator  has  concluded  that  mal¬ 
functions  and  upsets  beyond  the  reason¬ 
able  control  of  an  operator  can  be  raised 
in  the  context  of  a  Section  113  enforce¬ 
ment  proceeding  and  prior  to  the  issu¬ 
ance  of  an  administrative  order.  When 
a  Notice  of  Violation  is  issued  to  an  oper¬ 
ator  for  a  violation  resulting  from  a 
malfunction  or  upset  condition,  the  Ad¬ 
ministrator  will  consider  any  informa¬ 
tion  developed  by  the  source  which  more 
fully  explains  the  circumstances  of  the 
violation,  its  seriousness,  and  efforts  of 
the  operator  to  comply.  If  the  Admin¬ 
istrator  determines  that  the  subject 
equipment  was  well  maintained  and  op¬ 
erated,  was  repaired  expeditiously,  and 
that  excess  emissions  were  minimized,  no 
further  action  would  be  warranted.  In 
the  Administrator’s  view  this  approach 
both  encourages  good  operating  practice 
and  provides  a  forum  for  mitigating  evi¬ 
dence  in  the  context  of  the  Agency’s 
enforcement  process. 

Compliance  Schedules 

Tiie  regulations  include  categorical 
compliance  schedules  to  be  utilized  by 
sources  to  attain  compliance.  Because 
this  promulgation  allows  certain  sources 
an  “optional  emission  limitation”  a  pro¬ 
vision  has  been  added  requiring  notice  to 
the  Administrator  of  the  option  selected 
within  eight  weeks  of  promulgation.  Al¬ 
ternate  schedules  may  be  submitted  at 
the  6ame  time  for  approval  by  sources 
desiring  to  adjust  the  increments  of 
progress  within  the  promulgated  sched¬ 
ules.  Any  source -owner  or  operator  fail¬ 
ing  to  notify  the  Administrator  of  his 
selection  within  the  allowed  eight  weeks 
will  be  subject  to  the  specific  emission 
limitation  Identified  in  the  regulations. 
The  Agency  reserves  the  right  to  specify 
shorter  schedules  for,  those  sources  which 
can  comply  more  expeditiously  than  the 
three  year  time  frame. 

The  final  regulations  delete  the  re¬ 
quirement  that  sources  sign  contracts 
for  fuel  supplies  for  a  minimum  period 
of  ten  years.  This  change  flows  from  a 
number  of  comments  strongly  question¬ 
ing  the  propriety  of  requiring  firm  con¬ 
tracts  for  ten  year  supplies  of  coal.  The 
above  requirement  relieves  smaller  fuel 
users  of  the  necessity  of  committing  re¬ 
sources  for  a  long  period.  However, 
sources  electing  to  comply  by  fuel 
changes  must  demonstrate  that  sufficient 
complying  fuel  can  realistically  be  ex¬ 
pected  to  be  available.  In  cases  of  large 
coal  users  (generally  utilities  and  utility 
size  fuel  users) ,  the  required  demonstra¬ 
tion  may  include  a  contract  document. 
This  distinction  is  consistent  with  the 
practice  of  utility  and  large  industrial 
users  of  contracting  for  fuel  supplies  at 
least  10  years  in  advance  of  their  needs. 


The  Agency  was  criticized  for  failure 
to  propose  an  inflation  impact  statement 
in  connection  with  the  proposed  rules. 
The  Agency’s  position  in  response  to  the 
President’s  order  came  out  about  the 
same  time  the  proposal  did  and  it  was  not 
possible  to  prepare  a  statement  for  the 
proposed  regulations.  In  connection  with 
determinations  on  the  final  rulemaking, 
EPA  collected  various  types  of  informa¬ 
tion  from  the  State  of  Ohio  which  have 
been  used  in  conjunction  with  inf^rma- 
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tlon  gathered  from  the  site  visits  to  pre-  45662;  (14)  8anduaky-Erie  County 

pare  an  Inflation  Impact  statement  which  Health  Department,  Municipal  Building, 
will  be  available  for  public  inspection  at  East  Meigs  Street,  Sandusky.  Ohio  44870; 
(1)  the  Air  Programs  Branch,.  Air  and  (15)  North  Ohio  Valley  Air  Authority, 
Hazardous  Materials  Division,  EPA  Re-  314  Adams  Street,  Steubenville,  Ohio 
gion  V,  230  South  Dearborn,  Chicago,  43952;  (16)  Toledo  Pollution  Control 
nunnic  60604;  (2)  the  U.S.  EPA  Public  Agency,  26  Main  8treet,  Toledo,  Ohio 
Information  Reference  Unit,  Room  2922,  43605;  (17)  Northwest  District  Office, 

401  M  Street,  S.W„  Washington,  D.C.  Ohio  Environmental  Protection  Agency. 
20460;  and  (3)  the  Council  on  Wage  and  1035  Devlac  Grove  Drive,  Bowling  Green, 
Price  Stability,  Washington,  D.C.  20503.  Ohio  43402;  (18)  Ross  County  Health  T>- 
It  is  hereby  certified  that  the  economic  Payment.  Health  Center-University 
and  inflationary  impacts  of  this  regula-  East,  50  Pdhlman  Road,  P.O.  Box  465, 
tion  have  been  carefully  evaluated  in  ac-  ChhUcothe  Oido  4560 1 ;  (19)  Mahonlng- 
cordance  with  OMB  Circular  A-107.  Trumbull  Air  Pollution  Agency.  Central 
The,  Technical  Support  Document  will  J^wer  Building.  11  Central  Square, Room 
K- VJLiirwiT  fK.  404,  Youngstown,  Ohio  44503;  and  (20) 

(oll°wing  locations.  Muskingum  county  Health  Department, 

(I)  Cincinnati  Division  of  Air  Pollution  .  ^  “  "rj,  JTV, 

'  .  735  Laurel  Avenue.  Zanesville.  Ohio 

Control  2400  Beekman  Street,  Cincin-  «r, ,  ml;  v; «  ^ , 

“  r? .  43701;  (21)  The  UJ3.  EPA,  Public  Infor- 

nati.  Ohio  452i4,  (2)  Cleveland  Division  matlon  Reference  unit.  Room  2922,  401 
of  Air  Pollution  Control.  2735  Broadway  ^ 

Avenue,  Cleveland.  Ohio  44115;  (3)  ttfiT-SSSfSSS  SIS?' 

Akron  Air  Pollution  Control  Agency,  177 

South  Broadway,  Akron.  Ohio  44308;  (4)  ment  detailed  background  material 

Canton  Air  Pollution  Control  Division.  ^  !  nl  Phm  ^  °Air  Uplng 

City  Hall,  Canton,  Ohio  44702;  (5)  nonnal  working  hours '*t  the  Air  Pro- 

Northeast  District  Office,  Ohio  Environ- 

mental  Protection  Agency,  2110  East  80 

Aurora  Road,  Twinsburg,  Ohio  44087;  <6) 

Ohio  Environmental  Protection  Agency,  c h*0001®  eflactlve 

361  East  Broad  Street,  Columbus,  Ohio  Eeptemt>€r  27,  1876- 

43216;  (7)  Montgomery  County  Health  Authority:  42  USC  1857c-5 (a) 

Department  Regional  Air  Pollution  Con-  Aueust  20  1976 

trol  Agency.  451  West  Third  Street,  Day-  mtea-  Augusl  20>  1876- 

ton,  Ohio  45402;  (8)  Southwest  District  Russell  E.  Traht, 

Office,  Ohio  Environmental  Protection  Administrator. 

Agency,  7  East  Fourth  Street,  Dayton,  _  .  KO  ^  ~  T  .n  -  .. 

Ohio  45402;  (9)  Mansfield -Richland  C^S>ter,^LTK1?  40  °* 

Coimty  Health  Department.  600  West  Code  cdFWeral  Regulations  is  amended 

Third  Street.  Mansfield,  Ohio  44906 ;  ( 10)  88 IOUOWS  • 

Marietta  City  Health  Department,  304  Subpart  KK— Ohio 

tS ;  1-  Hi  S  52.1875  the  attainment  dates 

(II)  Soutiieast  District  Office,  Ohio  En-  {  sulfur  dioxide  in  the  table  are  revised 

vironmental  Protection  Agency.  RR  No.  .  .....  ,  .  .  j.  ,, 

IX  . ,,  and  additional  notes  are  added  as  fol- 

3  Box  603,  Logan,  Ohio  43138;  (12)  Allen  rfr* 

County  Health  Department,  405  East 

Market  Street,  Lima,  Ohio  45802;  (13)  fi  52.1873  Attainment  date*  for  national 
Portsmouth  City  Health  Department.  standard*. 
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Pollutant 
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(.  Rotvlcbscaadlac  tha  abowa,  tha  foUo»ta|  CUo  anatlaa  host  already  ■**  (he  prlaary  and  secondary  standards  I 
Ashland,  Icewa,  Carroll,  Oiaaoalca,  Cl  In  toe.  Barks,  Be  fiance,  Fayette,  Kites,  Oeauga,  Ouernaey,  Bardin, 
Karrlaoa,  Bl(hlaad,  Backing  Balnea,  Jacaaoa,  Baas,  lease.  Kadis ea,  Monroe,  Martov,  Noble,  Farcy,  Fort ate, 
FrebU,  Fumes,  Shelby,  Obion,  Fas  Bert,  V  arras,  VilUase,  By  an  dot. 


2.  Section  S2.1881  Is  amended  by 
adding  a  new  paragraph  (b)  as  follows: 

§  52.1881  Control  strategy:  Sulfur  di¬ 
oxide. 

***** 

(b)  Regulations  for  the  control  of  sul¬ 
fur  dioxide  in  the  State  of  Ohio. 

(1)  Definitions — All  terms  used  in  this 
paragraph  but  not  specifically  defined  be¬ 
low  shall  hare  the  meaning  given  them 
in  the  Clean  Air  Act  or  Parts  51,  52,  or  60 
of  this  Chapter. 

•  (i)  “By-product  coke  oven  gas”  means 
the  gas  produced  during  the  production 
of  metallurgical  coke  in  slot-type,  by¬ 
product  coke  batteries. 

<ii)  “Flue  gas  desulfurization”  means 
any  pollution  control  process  which 
treats  stationary  source  combustion  flue 
gas  to  remove  sulfur  oxides. 

(ill)  “Fossil  fuel”  means  natural  gas, 
coke  oven  gas,  petroleum,  coal  and  any 
form  of  solid,  liquid,  or  gaseous  fuel  de¬ 
rived  from  such  materials. 

(iv)  “Fossil  fuel-fired  steam  generat¬ 
ing  unit"  means  a  furnace  or  boiler  used 
in  the  process  of  burning  fossil  fuel  for 
the  purpose  of  producing  steam  by  heat 
transfer. 

(v)  “Heat  input”  means  the  total  gross 
calorific  value  (where  gross  calorific 
value  is  measured  by  ASTM  Method 
D2015-66,  D240-64.  or  D1826-64)  of  all 
fossil  and  non-fossil  fuels  burned.  Where 
two  or  more  fossil  fuel-fired  steam  gen¬ 
erating  units  are  vented  to  the  same 
stack  the  heat  Input  shall  be  the  aggre¬ 
gate  of  all  units  vented  to  the  stack. 

(vi)  “Owner  or  operator”  means  any 
person  who  owns,  leases,  operates,  con¬ 
trols,  or  supervises  a  facility,  building, 
structure,  or  installation  which  directly 
or  indirectly  results  or  may  result  in 
emissions  of  any  air  pollutant  for  which 
a  national  standard  Is  in  effect. 

(vii)  “Primary  zinc  smelter”  means 
any  installation  engaged  in  the  produc¬ 
tion,  or  any  Intermediate  process  In  the 
production,  of  zinc  or  zinc  oxide  from  the 
zinc  sulfide  ore  concentrates  through  the 
use  of  pyrometallurglcal  techniques. 

(viil)  “Process”  means  any  source  op¬ 
eration  including  any  equipment,  devices, 
or  contrivances  and  all  appurtenances 
thereto,  for  changing  any  material  what¬ 
ever  or  for  storage  or  handling  of  any 
materials,  the  use  of  which  may  cause  the 
discharge  of  an  air  contaminant  Into  the 
open  air,  but  not  including  that  equip¬ 
ment  defined  as  fossil  fuel  fired  steam 
generating  units  in  these  regulations. 
Duplicate  or  similar  parallel  operations 
within  a  structure,  building,  or  shop  shall 
be  considered  as  a  single  process  for  pur¬ 
poses  of  this  regulation. 


(lx)  “Process  weight”  means  the  total 
weight  of  all  materials  and  solid  fuels 
introduced  Into  any  specific  process. 
Liquid  and  gaseous  fuels  and  combustion 
air  will  not  be  considered  as  part  of  the 
process  weight  unless  they  become  part 
of  the  product  For  a  cyclical  or  batch 
operation,  the  process  weight  per  hour 
will  be  derived  by  dividing  the  total  proc¬ 
ess  weight  by  the  number  of  hours 
from  the  beginning  of  any  given  process 
to  the  completion  thereof,  excluding  any 
time  during  which  the  equipment  is  idle. 
For  a  continuous  operation,  the  process 
weight  per  hour  will  be  derived  by  divid¬ 
ing  the  process  weight  for  the  number  of 
hours  in  a  given  period  of  time  by  the 
number  of  hours  in  that  period.  For  fluid 
catalytic  cracking  units,  process  weight 
shall  mean  the  total  weight  of  material 
Introduced  as  fresh  feed  to  the  cracking 
unit.  For  sulfuric  acid  production  units, 
the  nitrogen  in  the  air  feed  shall  not  be 
included  in  the  calculation  of  process 
weight. 

(x)  “Run”  means  the  net  period  of 
time  during  which  an  emission  sample 
is  collected.  Unless  otherwise  specified, 
a  run  may  be  either  intermittent  or  con¬ 
tinuous  within  the  limits  of  good  en¬ 
gineering  practice  as  determined  by  the 
Administrator. 

(xl)  “Source  operation”  means  the 
last  operation  preceding  the  emission 
of  an  air  contaminant,  which  operation 
(a)  results  In  the  separation  of  the  air 
contaminant  from  process  materials  or 
In  the  conversion  of  the  process  materials 
into  air  contaminants,  as  in  the  case  of 
combustion  of  fuel;  and  (b)  is  not  pri¬ 
marily  an  air  pollution  abatement 
opera  tion. 

(xli)  “Stack”  means  any  chimney,  flue, 
vent,  roof  monitor,  conduit  or  duct  ar¬ 
ranged  to  vent  emissions  to  the  ambient 
air. 

(xiii)  “Sulfur  recovery  plant”  means 
any  plant  that  recovers  elemental  sulfur 
from  any  gas  stream. 

(xiv)  “Sulfuric  acid  production  unit" 
means  any  facility  producing  sulfuric 
acid  by  the  contact  process  by  burning 
elemental  sulfur,  alkylation  acid,  hydro¬ 
gen  sulfide,  organic  sulfides  and  mer- 
captans,  or  acid  sludge. 

(xv)  “Total  rated  capacity”  means 
the  sum  of  the  rated  capacities  of  all 
fuel-burning  equipment  connected  to  a 
common  stack.  The  rated  capacity  shall 
be  the  maximum  guaranteed  by  the 
equipment  manufacturer  or  the  maxi¬ 
mum  normally  achieved  during  use  as 
determined  by  the  Administrator,  which¬ 
ever  is  greater. 

(2)  Test  Methods  and  Procedures — 
Unless  specified  below,  the  test  methods 


and  procedures  used  for  determining 
compliance  with  the  applicable  subpara¬ 
graphs  of  $  52.1881(b)  shall  be  those  pre¬ 
scribed  in  Part  60  of  this  chapter.  Com¬ 
pliance  tests  shall  be  conducted  under 
such  conditions  as  the  Administrator 
shall  specify  based  on  representative  per¬ 
formance  of  the  affected  facility.  Noti¬ 
fication  and  recordkeeping  procedures 
shall  be  those  prescribed  in  §  60.7  of  this 
chapter.  The  owner  or  operator  shall 
make  available  to  the  Administrator 
such  records  as  may  be  necessary  to  de¬ 
termine  the  conditions  of  the  perform¬ 
ance  tests.  A  compliance  test  shall  con¬ 
sist  of  at  least  three  runs. 

(1)  The  test  methods  and  procedures 
used  for  determining  compliance  for  any 
sulfur  recovery  plant  subject  to  appli¬ 
cable  subparagraph,  of  §  52.1881  (b)  shall 
be  those  prescribed  in  8  60.46  of  this 
chapter  with  the  exception  that  the  max¬ 
imum  amount  of  sulfur  dioxide  sampled 
by  Method  6  shall  not  exceed  50  percent 
of  the  stoichiometric  amount  of  hydro¬ 
gen  peroxide  absorbent. 

(ii)  The  test  methods  and  procedures 
used  for  determining  compliance  for  any 
sulfuric  acid  production  unit,  or  any  pri¬ 
mary  zinc  smelter  subject  to  the  appli¬ 
cable  subparagraphs  of  8  52.1881(b) 
shall  be  those  prescribed  in  8  60.85  of 
this  chapter. 

(ill)  The  test  methods  and  procedures 
used  to  determine  the  compliance  of  any 
stack  venting  any  fossil  fuel-fired  steam 
generating  units  subject  to  the  appli¬ 
cable  subparagraphs  of  8  52.1881(b)  shall 
be  those  prescribed  in  8  60.46  of  this 
chapter.  The  test  methods  for  deter¬ 
mining  the  sulfur  content  of  fuels  shall 
be  those  specified  In  8  60.45  of  this 
chapter. 

(3)  Severability — If  any  provision  of 
these  regulations  or  the  application 
thereof  to  any  person  or  circumstances 
is  held  to  be  Invalid,  such  Invalidity  shall 
not  affect  other  provisions  or  application 
of  any  other  part  of  these  regulations 
which  can  be  given  effect  without  the  in¬ 
valid  provisions  or  application,  and  to 
this  end  the  provisions  of  these  regula¬ 
tions  and  the  various  applications  thereof 
are  declared  to  be  severable. 

(4)  Submission  of  Information — The. 
submission  of  any  information  required 
under  8  52.1882  shall  be  made  to  the  Di¬ 
rector,  Enforcement  Division,  U.S.  En¬ 
vironmental  Protection  Agency,  Region 
V,  230  South  Dearborn,  Chicago,  Illinois, 
60604,  Attention  Air  Compliance  Section. 

(5)  For  purposes  of  this  regulation, 
stack  and  boiler  Identification  numbers 
used  in  this  paragraph  were  derived  from 
correspondence  submitted  to  the  U.S. 
EPA  by  the  affected  owners  or  operators, 
and  may  be  found  in  the  record  support¬ 
ing  this  rulemaking. 

(6)  This  paragraph  contains  no  appli¬ 
cable  provisions  in  the  following  counties 
of  Ohio:  Ashland,  Brown,  Carroll,  Cham¬ 
paign,  Clinton,  Darke,  Defiance,  Fayette, 
Fulton,  Oeauga,  Guernsey,  Hardin,  Har¬ 
rison,  Highland,  Hocking,  Holmes,  Jack- 
son,  Knox,  Logan,  Madison.  Monroe, 
Morrow,  Noble.  Perry,  Portage,  Preble, 
Putnam,  Shelby,  Union,  Van  Wert,  War- 
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ren,  Williams  and  Wyandot,  nor  does  it 
apply  to  facilities  equal  to  or  less  than  10 
million  BTU  per  hour  total  aggregate 
rated  capacity  of  all  units  at  a  facility. 

(7)— (10)  Reserved. 

(11)  In  Adams  County  : 

(1)  The  Dayton  Power  and  Light  Com¬ 
pany  or  any  subsequent  owner  or  opera¬ 
tor  of  the  Stuart  Power  Plant  in  Adams 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  Stuart  Plant  in  excess  of 
3.16  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input. 

(11)  In  lieu  of  meeting  subparagraph 
(H)(1),  the  Dayton  Power  and  Light 
Company  may  elect,  in  accordance  with 
the  compliance  schedule  provisions  of 
152.1882,  to  comply  with  the  emission 
limitations  which  will  satisfy  the  fol¬ 
lowing  equation: 

(A)  0.0791  (EL.+EU+EL.+EL.^l 

where  EL*  is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  i  and 
1  is  the  stack  number.  For  purposes  of 
this  regulation,  each  stack  is  identified 
as  follows: 

Boiler 

Stack  No.:  Identification 

1  - .  1 

2 .  2 

3  . 3 

4  . 4 

(12)  In  Allen  County: 

(i)  The  Ford  Motor  Company  or  any 
subsequent  owner  or  operator  of  the  Ford 
Motor  Company  facilities  at  Allen 
County.  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  in  excess  of  3.40  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(li)  The  present  or  any  subsequent 
owner  or  operator  of  the  Lima  State 
Hospital  at  Allen  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur  di¬ 
oxide  from  any  stack  in  excess  of  5.39 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(ill)  The  Vlstron  Corporation  or  any 
subsequent  owner  or  operator  of  the  Vis- 
tron  Corporation  facilities  at  Allen 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  in  excess  of  1.27  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put. 

(lv)  The  Standard  Oil  Company  or  any 
subsequent  owner  or  operator  of  the 
Standard  Oil  Company  facilities  at  Allen 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  in  excess 
of  the  rates  specified  below: 

(A)  100  pounds  of  sulfur  dioxide  per 
1000  pounds  of  sulfur  processed  at  the 
Claus  unit. 

(B)  0.30  pounds  of  sulfur  dioxide  per 
1000  pounds  of  petroleum  products  at  the 
fluid  Catalytic  Cracker/ Carbon  Mon¬ 
oxide  Boiler. 

(C)  11.00  pounds  of  sulfur  dioxide  per 
ton  of  production  at  the  Trolumen  unit. 

(D)  0.71  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  at  the  Iso 
Stabilizer  and  Split  Heaters— B002. 


(E)  0.21  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  at  the  Vac 
I  Heater— B0 12. 

(F)  0.13  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  from  all 
remaining  process  heaters  and  fossil 
fuel-fired  steam  generators. 

(13)  In  Ashtabula  County : 

(1)  The  Cleveland  Electric  Illumina¬ 
tion  Company  or  any  subsequent  owner 
or  operator  of  the  Ashtabula  Power  Plant 
in  Ashtabula  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  of  the  stacks  1,  2,  and 
3  at  the  Ashtabula  Plant  in  excess  of  2.40 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input.  Emissions  of  sulfur 
dioxide  from  stack  4  at  the  Ashtabula 
Plant  shall  not  exceed  9.10  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input.  Emissions  of  sulfur  dioxide 
from  stack  5  at  the  Ashtabula  plant  shall 
not  exceed  8.20  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(ii)  The  RMI  Corporation,  or  any  sub¬ 
sequent  owner  or  operator  of  the  RMI 
Corporation  metal  reduction  plant  in 
Ashtabula  County,  Ohio  shall  not  cause 
or  permit  emissions  of  sulfur  dioxide  in 
excess  of  4.80  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(ill)  The  RMI  Corporation,  or  any  sub¬ 
sequent  owner  or  operator  of  the  RMI 
Corporation  sodium  plant  at  Ashtabula 
County,  Ohio  shall  not  cause  or  permit 
the  emissions  of  sulfur  dioxide  in  excess 
of  2.70  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input. 

(iv)  The  General  Tire  and  Rubber 
Company,  or  any  subsequent  owner  or 
operator  of  the  General  Tire  and  Rubber 
Company  Plant  at  Ashtabula  County, 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sions  of  sulfur  dioxide  in  excess  of  1.30 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(v)  The  New  Jersey  Zinc  Company  or 
any  subsequent  owner  or  operator  of  New 
Jersey  Zinc  Company  Plant  at  Ashtabula 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  in  excess 
of  1.50  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input  at  any  oil 
burning  unit. 

(14)  In  Athens  County: 

(i)  No  owner  or  operator  of  any  fossil 
fuel-fired  steam  generating  unit,  unless 
otherwise  specified  below,  shall  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  in  excess  of  7.50  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(ii)  The  Columbus  and  Southern  Ohio 
Power  Company  or  any  subsequent  owner 
or  operator  of  the  Poston  Power  Plant  in 
Athens  County,  Ohio  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  8  tacks  l  and  2  at  the  Poston  Plant 
in  excess  of  3.94  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input.  Stack 
number  three  is  subject  to  New  Source 
Performance  Standards  and  is  limited  to 
1.2  pounds  of  sulfur  dioxide  per  million 
BTU  of  actual  heat  input. 

(ill)  In  lieu  of  meeting  subparagraph 
(14)  (li),  the  Columbus  and  Southern 
Ohio  Power  Company  may  elect  in  ac¬ 


cordance  with  the  compliance  schedule 
provisions  of  §  52.1882,  to  comply  with 
the  emission  limitations  which  will  satis¬ 
fy  all  of  the  following  equations : 

(A)  0.1607  XL, +0.0767 

(B)  0.1318  EL.+0.1218  KL^l 

(C)  0.1067  KLj-f 0.1220  EL^l 


where  EL,  is  the  emission  limitation  (in 
pounds  of  sulfur  dioxide  per  million  BTU 
of  actual  heat  input)  per  stack  1  and  i  is 
the  stack  number.  For  purposes  of  this 
regulation  each  stack  is  identified  as  fol¬ 
lows: 

Boiler 

Stack  No.:  identification 


1  .  1.2 

2  .  3,4 

3  . - .  5.6 


(15)  In  Auglaize  County,  the  Goodyear 
Tire  and  Rubber  Company,  or  any  subse¬ 
quent  owner  or  operator  of  the  Goodyear 
Tire  and  Rubber  Company  facilities  in 
Auglaize  County,  Ohio  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  in  excess  of  4.20  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(16)  In  Belmont  County: 

(i)  The  Wheeling  Pittsburgh  Steel 
Company  or  any  subsequent  owner  or  op¬ 
erator  of  tiie  Martins  Ferry  Steel  Plant 
in  Belmont  County,  Ohio  shall  not  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  the  Martins  Ferry 
facility  in  excess  of  2.60  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put. 

(17)  In  Butler  County,  Ohio: 

(i)  No  present  or  subsequent  owner  or 
operator  of  any  fossil  fuel-fired  steam 
generating  unit(s)  located  in  Butler 
County,  Ohio  shall  cause  or  permit  sulfur 
dioxide  emissions  from  any  stack  in  ex¬ 
cess  of  1.40  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input. 

(ii)  No  present  or  any  subsequent  own¬ 
er  or  operator  of  a  by-product  coke  oven 
located  in  Butler  County,  Ohio,  shall 
cause  or  permit  the  combustion  of  by¬ 
product  coke  oven  gas  containing  a  total 
sulfur  content  expressed  as  hydrogen 
sulfide  in  excess  of  100  grains  of  hydro¬ 
gen  sulfide  per  100  dry  standard  cubic 
feet  of  coke  oven  gas  or  the  emission  of 
sulfur  dioxide  from  any  stack  at  this 
facility  in  excess  of  0.50  pounds  of  sul¬ 
fur  dioxide  per  million  BTU  actual  heat 
input. 

(18)  In  Clark  County: 

(1)  The  Ohio  Edison  Company  or  any 
subsequent  owner  or  operator  of  the  Mad 
River  Power  Plant  in  Clark  County,  Ohio, 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  of  the  stacks 
1,  2,  and  3  at  the  Mad  River  Plant  in  ex¬ 
cess  of  4.62  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input.  Emis¬ 
sions  of  sulfur  dioxide  from  stacks  4  and 
5  at  the  Mad  River  Plant  shall  not  be  in 
excess  of  1.00  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(ii)  In  lieu  of  meeting  subparagraph 
(18)  (1),  the  Ohio  Edison  Company  may 
elect  for  stacks  1,  2,  and  S  only,  in  ac¬ 
cordance  with  the  compliance  schedule 
provisions  of  152.1882,  to  comply  with 
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the  emission  limitations  which  will  sat¬ 
isfy  all  of  the  following  equations: 

(A)  0.0995  (Ela  +  EL,)  +0.0173  EL*^1 

(B)  0.0498  (EL,  +  EL,)  +0.0518  EL^l 

(C)  0.0735  (ELj+EL,) +0.0190  EI*s=l 

where  ELi  is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  1 
and  1  is  the  stack  number.  For  purposes 
of  this  regulation  each  stack  is  identified 
as  follows: 


Boiler 

Stack  No.:  identification 

1 _ 1 

2 _ 2 

3  _ 3 

4  _ A  (Turbine) 

5  _ B  (Turbine) 


(19)  In  Clermont  County: 

(i)  The  Cincinnati  Gas  &  Electric  Com¬ 
pany  or  any  subsequent  owner  or  opera¬ 
tor  of  the  Beckjord  Power  Plant  in  Cler¬ 
mont  County,  Ohio,  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  the  Beckjord  plant  in 
excess  of  2.02  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input. 

(ii)  In  lieu  of  subparagraph  (19)  (i) 
the  Cincinnati  Gas  and  Electric  Company 
may  elect,  in  accordance  with  the  com¬ 
pliance  schedule  provisions  of  i  52.1882, 
to  comply  with  the  emission  limitations 
which  will  satisfy  all  of  the  following 
equations: 

(A)  0.1426  gin +  0.1629  ELj  +  0.0867  EL, 

+0.0823  EL,  +0.0122  EL^l 

(B)  0.1252  gln  +  0.1349  EL.  +  0.1003  EL, 

+0.1192  EL,  +  0.0155  ELe^l 

(C)  '0.0337  EL,  +  0.0353  EL, +  0.0382  EL, 

+  0.0451  EL,  +  0.0709  ELs^l 

(D)  0.1334  gin +0.1492  EL, +  0.0740  EL, 

+0.0904  EL,  +0.0247  EL^l 

(E)  0.0249  gLi+0.0257  EL, +  0.0283  EL, 

+0.0332  EL,  +  0.0841  EL,^ 1 


where  EL(  is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  i  and 
1  is  the  stack  number.  For  purposes  of 
this  regulation  each  stack  is  identified  as 
follows: 


Stack  No. 

1 - 

2 _ 

3 

4  _ 

5  _ 


Boiler 

Identification 

_  1 

_  2 

.  S 

_  4 

_  5.6 


(20)  In  Columbiana  County,  no  present 
or  any  subsequent  owner  or  operator  of 
any  fossil  fuel-fired  steam  generating 
unlt(s)  operating  in  Columbiana  County, 
Ohio  shall  cause  or  permit  emission  of 
sulfur  dioxide  from  any  stack  in  excess 
of  4.40  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input. 

(21)  In  Coshocton  County:  . 

(i)  The  Columbus  and  Southern  Ohio 

Power  Company  or  any  subsequent  owner 
or  operator  of  the  Conesville  Plant  in 
Coshocton  County,  Ohio  shall  not  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  of  the  stacks  1,  2,  and  3  at  the 
Conesville  Plant  in  excess  of  3.78  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  Input  8tack  4  at  the  Conesville 
Plant  is  subject  to  New  Source  Perform¬ 
ance  Standards-  and  is  limited  to  1J 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input 


(ii)  In  lieu  of  meeting  subparagraph 
(21)  (i),  the  Columbus  and  Southern 
Ohio  Power  Company  may  elect  for 
stacks  1, 2,  and  3  only,  in  accordance  with 
the  compliance  schedule  provision  of 
S  52.1882,  to  comply  with  the  emission 
limitations  which  will  satisfy  all  of  the 
following  equations: 

(A)  0.1219  EL, +  0.0906  EL, +  0.0524  EL^l 

(B)  0.0547  EL, +0.0327  EL,  +  0.0838  EU^l 

where  EL,  is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  i  and 
1  is  the  stack  number.  For  purposes  of 
this  regulation  each  stack  is  identified  as 
follows: 

Boiler 

identifl- 

Stack  No. :  cation 

1  . .  1.2 

2  . 3 

3  _  4 

4  .  6.6 

(22)  In  Crawford  County,  no  present 
or  any  subsequent  owner  or  operator  of 
any  fossil  fuel-fired  steam  generating 
unit(s)  operating  in  Crawford  County, 
Ohio,  shall  cause  or  permit  emissions  of 
sulfur  dioxide  from  any  stack  in  excess 
of  9.60  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input. 

(23)  In  Cuyahoga  County,  no  owner 
or  operator,  unless  otherwise  specified  in 
this  subparagraph,  shall  cause  or  permit 
emission  of  sulfur  dioxide  from  any  stack 
in  excess  of  the  rates  specified  below: 

(i)  For  fossil  fuel-fired  steam  gener¬ 
ating  units  between  10.0  and  350X10* 
BTU’s  per  hour  total  rated  capacity  of 
heat  input,  the  emission  rate  in  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input  shall  be  calculated  by  the  fol¬ 
lowing  equation: 

EL=7.014 

where  Qm  is  the  total  rated  capacity  of 
heat  input  in  million  BTU  per  hour  and 
EL  is  the  allowable  emission  rate  in 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(ii)  For  fossil  fuel-fired  units  equal  to 
or  greater  than  350  million  BTU  per  hour 
total  rated  capacity.  1.20  pounds  of 
sulfur  dioxide  per  million  BTU  of  actual 
heat  input. 

(ili)  (A)  The  Republic  Steel  Corpora¬ 
tion  or  any  subsequent  owner  or  operator 
of  Republic  Steel  facilities  located  in 
Cuyahoga  County.  CMilo  shall  not  cause 
or  permit  the  combustion  of  by-product 
coke  oven  gas  at  the  basic  oxygen  fur¬ 
nace  shop,  open  hearth  shop,  blast  fur¬ 
naces  1,  4  and  5,  foundry,  P-Anneals  1-4, 
and  car  thaw  1-1  through  1-4,  contain¬ 
ing  a  total  sulfur  content  expressed  as 
hydrogen  sulfide  in  excess  of  240  grains 
of  hydrogen  sulfide  per  100  dry  standard 
cubic  feet  of  coke  oven  gas  or  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  at 
the  above  facilities  in  excess  of  1.20 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(B)  The  Republic  Steel  Corporation  or 
any  subsequent  owner  or  operator,  of  the 
Republic  Steel  facilities  located  in  Cuy¬ 
ahoga  County,  Ohio  shall  not  cause  or 
permit  the  emission,  of  sulfur  dioxide 
from  any  stack  attached  to  the  Open 


Hearth  precipitator  units  111  and  112, 
98-inch  slab  furnace  units  1,  2,  3,  4,  and 
5,  84-inch  slab  furnace  units  1  and  2, 
and  the  sinter  plant  at  this  facility  in 
excess  of  0.00  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(iv)  Hie  Cleveland  Electric  Illuminat¬ 

ing  Company  or  any  subsequent  owner  or 
operator  of  the  Lake  Shore  Power  Plant 
located  in  Cuyahoga  County,  Ohio  shall 
not  cause  or  permit  the  emission  of 
sulfur  dioxide  from  any  stack  at  the  Lake 
Shore  Pliuit  in  excess  of  the  following 
rates:  * 

(A)  1.30  pounds  of  sulfur  dioxide  per 
million  BTU  of  actual  heat  input  from 
unit  no.  18. 

(B)  1.90  pounds  of  sulfur  dioxjde  per 
million  BTU  of  actual  heat  input  for 
wilts  91  through  94. 

(v)  Hie  City  of  Cleveland  or  any  sub¬ 
sequent  owner  or  operator  of  the  Division 
Pumping  Station  located  at  Cuyahoga 
County,  Ohio  shall  not  caus£  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  Division  Pumping  Station  in 
excess  of  4.20  pounds  of  sulfur  dioxide 
per  million  BTU  of  actual  heat  input. 

(vi)  No  present  or  subsequent  owner  or 
operator  of  the  fossil  fuel-fired  steam 
generating  units  listed  herein  shall  cau*e 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  attached  to  the  identified 
boilers  in  excess  of  1.00  pounds  of  sulfur 
dioxide  per  million  BTU  of  actual  heat 
input: 

Boiler  iden- 


Company  tiflcation 

(A)  Cleveland  Electric  Illumi¬ 

nating  Co.,  Hamilton 

Ave.  Steam  Plant _ All  boilers. 

(B)  Republic  Steel _  234,  1,  2,  A, 

B,  and  C. 

(C)  Addressograph  _  1,  2,  and  3. 

(D)  General  Electric  Co _  1  and  2. 

(E)  Jones  and  Laughlin  Steel.  30. 


(vii)  No  present  or  subsequent  owner 
or  operator  of  the  fossil  fuel -fired  steam 
generating  units  listed  herein  shall  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  attached  to  the  identified 
boilers  in  excess  of  0.50  pounds  of  sulfur 
dioxide  per  million  BTU  of  actual  heat 
input: 

Boiler  iden- 

Company  tiflcation 

(A)  Jones  A  Laughlin  Steel —  22.  24.  25, 

26,  27.  28. 
29,  31.  32, 
33.  34. 

and  35. 

(B)  U.S.  Steel,  Cuyahoga-Lo-  1,  2,  3,  4,  5, 


rain  works -  and  6. 

(C)  DuPont _  18. 

(D)  Harshaw  Chemical -  7  and  8. 

(E)  Standard  Oil  of  Ohio -  7,  9,  and 

10. 


(viii)  The  United  States  Steel  Cor¬ 
poration,  Cuyahoga  Works  or  any  sub¬ 
sequent  owner  or  operator  of  the 
Cuyahoga  Works  in  Cuyahoga  County, 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  at¬ 
tached  to  boilers  3  through  7  at  the 
Cuyahoga  Works  in  excess  of  1.30  pounds 
of  sulfur  dioxide  per  million  BTU  of 
actual  heat  input. 

(ix)  The  Hupp  Company  or  any  sub¬ 
sequent  owner  or  operator  of  Hupp  fa- 
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cilities  In  Cuyahoga  County,  Ohio  shall 
not  cause  or  permit  emission  of  sulfur 
dioxide  from  any  stack  attached  to  boil¬ 
ers  1  through  3  at  this  facility  in  excess 
of  3.50  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  of  actual  heat  input. 

(x)  The  Chase  Bag  Company  or  any 
subsequent  owner  or  operator  of  Chase 
Bag  facilities  in  Cuyahoga  County,  Ohio 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  stack  attached 
to  boilers  1  It  2  at  this  facility  in  excess 
of  4.20  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  of  actual  heat  input. 

<xl)  The  General  Electric  Company 
or  any  subsequent  owner  or  operator  of 
General  Electric  facilities  in  Cuyahoga 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  attached  to  boilers  3  and  5  at  this 
facility  in  excess  of  3.10  pounds  of  sulfur 
dioxide  per  million  BTU  of  actual  heat 
input. 

(xii)  The  General  Motors  Corporation 
or  any  subsequent  owner  or  operator  of 
the  Fisher  Body  plant  at  Cuyahoga 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  attached  to  boilers  7,  8,  and  9  at 
this  facility  in  excess  of  2.10  pounds  of 
sulfur  dioxide  per  million  BTU  of  actual 
heat  input. 

(xiii)  No  present  or  subsequent  owner 
or  operator  of  the  Medical  Center  located 
in  Cuyahoga  County,  Ohio  shall  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  attached  to  boilers  3 
through  8  at  the  Medical  Center  in  excess 
of  4.60  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  of  actual  heat  input. 

(xlv)  The  Ford  Motor  Company  or  any 
subsequent  owner  or  operator  of  the  Ford 
Motor  Company  facilities  located  at 
Cuyahoga  County,  Ohio  shall  not  cause 
or  permit  emissions  of  sulfur  dioxide 
from  any  stack  at  these  facilities  in  ex¬ 
cess  of  the  rates  specified  below : 

(A)  1.20  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  boilers 
1,  2,  and  3  at  the  Stamping  Plant. 

(B)  4.20  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  boilers 
1,  2,  3,  4,  and  5  at  the  Engine  Plant  #2. 

(xv)  No  present  or  subsequent  owner 
or  operator  of  the  Highland  View  Hos¬ 
pital  shall  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  stack  at  the 
Highland  View  Hospital  in  excess  of  the 
rates  specified  below: 

(A)  2.90  pounds  of  sulfur  dioxide  per 
million  BTU  of  heat  input  for  boilers  3 
and  4. 

(B)  1.50  pounds  of  sulfur  dioxide  per 
million  BTU  of  heat  input  for  boilers  and 
1  and  2. 

(xvi)  The  Allied  Chemical  Company 
or  any  subsequent  owner  or  operator  of 
the  Allied  Chemical  Company  sulfuric 
acid  production  units  at  Cuyahoga 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
unit  in  excess  of  4.8  pounds  of  sulfur 
dioxide  per  ton  of  100%  sulfuric  acid 
produced. 

(xvii)  No  owner  or  operator,  unless 
otherwise  specified  in  this  subparagraph, 
shall  cause  or  permit  the  combustion  of 
byproduct  coke  oven  gas  from  any  stack 


containing  a  total  sulfur  content  ex¬ 
pressed  as  hydrogen  sulfide  in  excess  of 
170  grains  of  hydrogen  sulfide  per  100  dry 
standard  cubic  feet  of  coke  oven  gas. 

(xviii)  No  owner  or  operator  of  any 
process  equipment,  unless  otherwise 
specified  In  this  subparagraph,  shall 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  In  excess  of  6.00 
pounds  of  sulfur  dioxide  per  ton  of 
actual  process  weight  Input. 

(xix)  The  Harshaw  Chemical  Com¬ 
pany  or  any  subsequent  owner  or  opera¬ 
tor  of  the  Harshaw  Chemical  Company 
facilities  at  Cuyahoga  County,  Ohio  shall 
not  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  stack  in  excess  of 
1.90  pounds  of  sulfur  dioxide  per  ton  of 
actual  process  weight  input. 

(xx)  The  Dupont  Company  or  any  sub¬ 
sequent  owner  or  operator  of  the  Dupont 
Company  sulfuric  acid  production  units 
at  Cuyahoga  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  in  excess  of  10.0  pounds  of  sulfur 
dioxide  per  ton  of  100%  sulfuric  acid 
production. 

(24)  In  Delaware  County,  no  present 
or  subsequent  owner  or  operator  of  any 
fossil  fuel-fired  steam  generating  unlt(s) 
operating  In  Delaware  County,  Ohio, 
shall  cause  or  permit  emission  of  sulfur 
dioxide  from  any  stack  In  excess  of  4.00 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(25)  In  Erie  County: 

(I)  No  present  or  any  subsequent 
owner  or  operator  of  any  fossil  fuel-fired 
steam  generating  unit(s)  shall  cause  or 
permit  emission  of  sulfur  dioxide  from 
any  stack  in  excess  of  1.60  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(II)  No  present  or  any  subsequent 
owner  or  operator  of  any  process  equip¬ 
ment,  shall  cause  or  permit  the  emission 
from  any  stack  Into  the  atmosphere  of 
any  process  gas  stream  containing  sulfur 
dioxide  In  excess  of  9.50  pounds  of  sulfur 
dioxide  per  ton  of  actual  process  weight 
input. 

(26)  In  Fairfield  County: 

(1)  The  Diamond  Power  Speciality 
Company  or  any  subsequent  owner  or 
operator  of  the  Diamond  Power  facility 
in  Fairfield  County,  Ohio  shall  not  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  the  Diamond  Power 
facility  in  excess  of  6.90  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(ii)  The  Crown-Zellerbach  Corpora¬ 
tion  or  any  subsequent  owner  or  operator 
of  the  Crown-Zellerbach  facility  In  Fair- 
field  County,  Ohio  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  the  stack  attached  to  #2  boiler  at 
the  Crown-Zellerbach  facility  in  excess 
of  7.00  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input. 

(27)  In  Franklin  County,  no  owner  or 
operator  of  the  following  types  of  facili¬ 
ties  unless  otherwise  specified  in  this 
subparagraph,  shall  cause  or  permit 
emission  of  sulfur  dioxide  from  any  stack 
in  excess  of  the  rates  specified  below: 

(1)  For  fossil  fuel-fired  steam  gener¬ 
ating  unit  between  10.0  and  50.0  x  10* 


BTU  per  hour  total  rated  capacity  of 
heat  input,  the  emission  rate  in  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input  shall  be  calculated  by  the 
following  equation : 

EL=8M88Qm-o^ 

where  Qm  Is  the  total  rated  capacity  of 
heat  Input  In  million  BTU  per  hour  and 
EL  Is  the  allowable  emission  rate  in 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(11)  For  fossil  fuel-fired  steam  gen¬ 
erating  unlt(s)  equal  to  or  greater  than 
50.0  x  10*  BTU  per  hour  total  rated  capac¬ 
ity  of  heat  Input,  the  emission  limitation 
shall  be  1.50  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input. 

(ill)  The  present  or  any  subsequent 
owner  or  operator  of  the  Columbus  State 
Institution  in  Franklin  County,  Ohio 
shall  not  cause  or  permit  the  emission  of 
sulfur  dioxide  from  any  stack  at  this 
facility  in  excess  of  3.80  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(iv)  The  present  or  any  subsequent 
owner  or  operator  of  the  Columbus  State 
Hospital  in  Franklin  County,  Ohio  shall 
not  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  stack  at  this  facility 
in  excess  of  4.10  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(v)  The  present  or  any  subsequent 
owner  or  operator  of  Ross  Laboratory  in 
Franklin  County,  Ohio  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  this  facility  in  excess 
of  4.80  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input. 

(vi)  The  present  or  any  subsequent 
owner  or  operator  of  the  Rickenbacker 
Air  Force  Base  in  Franklin  County,  Ohio 
shall  not  cause  or  permit  the  emission  of 
sulfur  dioxide  from  any  stack  at  this 
facility  in  excess  of  2.20  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(vii)  The  present  or  any  subsequent 
owner  or  operator  of  the  Capital  City 
Products  facility  in  Franklin  County, 
Ohio,  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  at 
this  facility  in  excess  of  3.10  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(viii)  The  present  or  any  subsequent 
owner  or  operator  of  the  Westinghouse 
Electric  facility  in  Franklin  County,  Ohio 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  stack  at  this 
facility  in  excess  of  2.20  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(ix)  The  present  or  any  subsequent 
owner  or  operator  of  the  Naval  Weapons 
Industrial  Reserve  facility  in  Franklin 
County  shall  not  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any  stack 
at  this  facility  in  excess  of  1.06  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(x)  No  owner  or  operator  of  any  pri¬ 
mary  zinc  smelter  shall  cause  or  permit 
the  emission  of  sulfur  dioxide  from  the 
plant  in  excess  of  the  amount  prescribed 
by  the  following  equation: 

y=0.664X0* 
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where  X  Is  the  total  sulfur  feed  ex¬ 
pressed  as  elemental  sulfur  in  the  smelter 
input  stream  in  lbs/hour  and  Y  is  the 
allowable  sulfur  dioxide  emission  rate  in 
lbs/hour  from  all  stacks  combined. 

(xi)  Except  as  provided  in  subpara¬ 
graph  (27)  (x)  of  this  paragraph,  no 
owner  or  operator  of  any  process  equip¬ 
ment  shall  cause  or  permit  the  emission 
from  any  stack  into  the  atmosphere  of 
any  process  gas  stream  containing  sulfur 
dioxide  in  excess  of  2.40  pounds  of  sulfur 
dioxide  per  ton  of  actual  process  weight 
input. 

(28)  In  Gallia  County : 

(i)  The  Ohio  Power  Company  or  any 
subsequent  owner  or  operator  of  the 
Gavin  Power  Plant  in  Gallia  County, 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack 
at  the  Gavin  facility  in  excess  of  9.50 
pounds  per  million  BTU  actual  heat 
input. 

(ii)  The  Ohio  Valley  Electric  Company 
or  any  subsequent  owner  or  operator  of 
the  Kyger  Creek  Power  Plant  in  Gallia 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  Kyger  Creek  facility  in  ex¬ 
cess  of  8.20  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input. 

(29)  In  Greene  County: 

(i)  No  owner  or  operator  of  any  proc¬ 
ess  equipment  shall  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any  stack 
In  excess  of  that  permitted  by  the  fol¬ 
lowing  equation: 

EL=563.3P-*"» 

where  EL  is  the  allowable  emission  rate 
in  pounds  of  sulfur  dioxide  per  hour  and 
P  is  the  actual  process  weight  input  rate 
in  tons  per  hour. 

(ii)  The  present  or  any  subsequent 
owner  of  the  Wright  Patterson  Air  Force 
Base  in  Greene  County,  Ohio  shall  not 
cause  or  permit  emissions  of  sulfur  di¬ 
oxide  in  excess  of  0.38  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put  from  all  stacks  at  building  271 ;  emis¬ 
sions  of  sulfur  dioxide  in  excess  of  0.81 
pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input  from  all  stacks 
at  building  6770;  emissions  of  sulfur  di¬ 
oxide  in  excess  of  0.33  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input  from  all  stacks  at  building  666; 
emissions  of  sulfur  dioxide  in  excess  of 
0.79  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input  from  all  stacks 
at  building  1240;  emissions  of  sulfur  di¬ 
oxide  in  excess  of  0.93  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put  from  all  stacks  at  building  170. 

(ill)  No  present  or  any  subsequent 
owner  of  the  Antioch  College  at  Greene 
County,  Ohio  shall  cause  or  permit  the 
emissions  of  sulfur  dioxide  from  any 
stack  at  Antioch  College  in  excess  of  the 
rates  specified  below: 

(A)  6.20  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  any 
fossil  fuel -fired  steam  generating  unit 
burning  coal. 

(B)  1.40  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  any 
fossil  fuel-fired  steam  generating  unit 
burning  ofl. 


(iv)  No  present  or  any  subsequent 
owner  of  Central  State  University  at 
Greene  County,  Ohio  sh&ll  cause  or  per¬ 
mit  emissions  of  sulfur  dioxide  from  any 
stack  at  Central  State  University  In 
excess  of  the  rates  specified  below: 

(A)  4.30  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  from 
Stack  1. 

(B)  0.30  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  from 
Stack  2. 

(30)  In  Hamilton  County: 

(i)  No  owner  or  operator  of  any  fossil 
fuel-fired  steam  generating  unit(s)  lo¬ 
cated  in  Hamilton  County,  Ohio,  unless 
otherwise  specified  in  this  subparagraph, 
shall  cause  or  permit  sulfur  dioxide 
emissions  from  any  stack  in  excess  of 
2.00  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input. 

(11)  The  Cincinnati  Gas  and  Electric 
Company  or  any  subsequent  owner  or 
operator  of  the  Miami  Port  Power  Plant 
in  Hamilton  County,  Ohio  shall  not  cause 
or  permit  the  emissions  of  sulfur  dioxide, 
from  stack  number  2  at  the  Miami  Fort 
Plant  in  excess  of  0.30  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put,  from  stacks  3  and  4  at  the  Miami 
Fort  Plant  in  excess  of  3.30  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input,  from  stack  5  at  the  Miami 
Fort  Plant  in  excess  of  5.50  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input.  Stack  number  6  is  subject 
to  Federal  New  Source  Performance 
Standards  and  is  limited  to  1.20  pounds 
of  sulfur  dioxide  per  million  BTU  of  ac¬ 
tual  heat  input.  Stacks  at  the  Miami  Fort 
Power  Plant  are  Identified  as  follows: 


Stack  No. 
2 _ 

3  _ 

4  __ 

5  _ 

e  .. 


Boiler  No. 

_  3 

_ 4  ft  5 

_  0 

; _  T 

_  8 


(ill)  No  owner  or  operator  of  a  sulfur 
add  production  unlt(s)  shall  cause  or 
permit  the  emissions  of  sulfur  dioxide 
from  the  unit(s)  in  excess  of  21.0  pounds 
of  sulfur  dioxide  per  ton  of  100%  sulfuric 
acid  produced. 

(hr)  No  owner  or  operator  of  any  fluid¬ 
ized  catalytic  cracking  unit  located  in 
Hamilton  County,  Ohio  shall  cause  or 
permit  sulfur  dioxide  emissions  from  any 
unit  in  excess  of  0.2  pounds  of  sulfur 
dioxide  per  thousand  pounds  of  charging 
feed  stock. 

(31)  In  Hancock  County: 

(i)  No  owner  or  operator  of  any  fossil 
fuel-fired  steam  generating  unlt(s)  lo¬ 
cated  in  Hancock  County,  Ohio,  unless 
otherwise  specified  in  the  subparagraph, 
shall  cause  or  permit  sulfur  dioxide 
emissions  from  any  stack  in  excess  of 
5.20  pounds  of  sulfur  dioxide  pa*  million 
BTU  actual  heat  input. 

(ii)  The  Northern  Ohio  Sugar  Com¬ 
pany,  or  any  subsequent  owner  or  opera¬ 
tor  of  the  Northern  Ohio  Sugar  Company 
facilities  in  Hancock  County,  (Milo  shall 
not  cause  or  permit  sulfur  dioxide  emis¬ 
sions  from  any  stack  in  excess  of  2.50 
pounds  of  sulfur  dioxide  per  milion  BTU 
actual  heat  input. 

(32)  In  Henry  Comity: 


(i)  No  owner  or  operator  of  any  oil- 
fired  fossil  fuel  steam  generating  unit, 
unless  otherwise  specified  shall  cause  or 
permit  emission  of  sulfur  dioxide  from 
any  stack  In  excesB  of  2.10  pounds  per 
million  BTU  actual  heat  input. 

(ii)  The  present  or  subsequent  owner 
or  operator  of  the  City  of  Napoleon  Pow¬ 
er  Plant  *n  Henry  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  at  the  Napoleon 
Power  Plant  in  excess  of  0.0  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(33)  In  Huron  County,  no  owner  or 
operator  of  any  fossil  fuel-fired  steam 
generating  unit  shall  cause  or  permit 
emission  of  sulfur  dioxide  from  any  stack 
in  excess  of  8.00  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(34)  In  Jefferson  County,  no  owner  or 
operator,  unless  otherwise  specified  in 
this  subparagraph,  shall  cause  or  permit 
sulfur  dioxide  emissions  from  any  stack 
in  excess  of  the  rates  specified  below: 

(I)  For  fossil  fuel-fired  steam  generat¬ 
ing  unit(s)  burning  coal:  1.80  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(II)  For  fossil  fuel-fired  steam  gen¬ 
erating  unit(s)  burning  oil:  0.80  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(ill)  The  Haul  Clay  Company  or  any 
subsequent  owner  of  operator  of  the  Kaul 
Clay  Plant  facilities  in  Jefferson  County, 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack 
of  this  facility  in  excess  of  2.82  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(hr)  The  Toronto  Paper  Board  Com¬ 
pany  or  any  subsequent  owner  or  opera¬ 
tor  of  the  Toronto  Paper  Board  Company 
plant  facilities  in  Jefferson  County,  Ohio 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  stack  at  this 
facility  in  excess  of  5.96  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put 

(v)  The  Ohio  Edison  Company  or  any 
subsequent  owner  or  operator  of  the 
Toronto  Power  Plant  in  Jefferson 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  Toronto  Plant  in  excess  of 
8.10  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input 

(vl)  The  Ohio  Edison  Power  Company 
or  any  subsequent  owner  or  operator  of 
the  Sammls  Power  Plant  in  Jefferson 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  Sammls  Plant  In  excess  of 
2.91  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input 

(vii)  In  lieu  of  meeting  subparagraph 
(34)  (vl) ,  the  Ohio  Edison  Company  may 
elect,  in  accordance  with  the  compliance 
schedule  provision  of  I  52.1882,  to  com¬ 
ply  with  the  emission  limitations  which 
simultaneously  satisfy  all  of  the  follow¬ 
ing  equations: 

(A)  0.1073  ktj+0.1070  gl*+0.007a 

XL, +0.0023  CL^S 1 

(B)  0  0557  (ELt  +  EL,)  +0.1100 

*£,+0.0784  EL^l 
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where  EL,  Is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  1 
and  1  Is  the  stack  number.  For  purposes 
of  this  regulation  each  stack  Is  identified 
as  follows: 

Boner 

Stock  No.:  Identification 

1  . U 

a . . 3.4 

3 _ 6.* 

4  . . 7 

(▼111)  The  owner  or  operator  of  the 
Cardinal  Power  Plant  in  Jefferson 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  Cardinal  Plant  In  excess  of 
4.76  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  Input. 

(lx)  In  lieu  of  meeting  subparagraph 
(24)  (vii) ,  the  owner  or  operator  of  the 
Cardinal  Power  Plant  may  elect,  in  ac¬ 
cordance  with  the  compliance  schedule 
provision  of  S  52.1882,  to  comply  with  the 
emission  limitations  which  satisfy  the 
following  equation. 

(A)  0.0668  (XLj  +  XL,)  +0.0763  EL^l 

where  ££>«  Is  the  emission  limitations 
(pounds  per  million  BTU)  per  stack  1 
and  1  Is  the  stack  number.  For  purposes 
of  this  regulation  each  stack  is  Identified 
as  follows: 

^  Boiler 

Stack  No. :  identification 

1  .  1 

2  - .  2 

8 . 3 

(x)  The  Ohio  Power  Company  or  any 
subsequent  owner  or  operator  of  the 
Tidd  Power  Plant  In  Jefferson  County, 
Ohio,  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  at 
the  Tidd  Plant  In  excess  of  1.58  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  Input. 

(xl)  In  lieu  of  meeting  subparagraph 
(24)  (vili) ,  the  (Hilo  Power  Company  may 
elect,  tn  accordance  with  the  compliance 
schedule  provision  of  i  52.1882,  to  comply 
with  the  emission  limitations  which  will 
simultaneously  satisfy  all  of  the  follow¬ 
ing  equations: 

(A)  .1521  (XL,  +  XL.) +-3267  EL<±  1 

(B)  .1443  ( XL,  +  XL,)  +.3338  XL*=£  1 

(C)  .1568<XL,  +  XL,)  +  .3169  EL^l 

(D)  .1591  (XL,  +  XL,)  +.3143  EL*^\ 

where  ELt  Is  the  emission  limitations 
(pounds  per  million  BTU)  per  stack  1  and 
1  Is  the  stack  number.  For  purposes  of 
this  regulation  each  stack  Is  Identified 
as  follows: 

Boiler 

Stack  No. :  identification 

1 . . .  11 

2  . . .  12 

3 . 21 

(xii)  No  owner  or  operator  of  a  by¬ 
product  coke  oven  shall  cause  or  permit 
the  combustion  of  by-product  coke  oven 
gas  containing  a  total  sulfur  content  ex¬ 
pressed  as  hydrogen  sulfide  In  excess  of 
50  grains  of  hydrogen  sulfide  per  100 
dry  standard  cubic  feet  of  coke  oven  gas. 

(xiil)  The  Wheeling  Pittsburg  Steel 
Company  or  any  subsequent  owner  or 
operator  of  the  Yorkvllle  Steel  Plant 
facility  in  Jefferson  County,  Ohio  shall 


not  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  fossil  fuel-fired 
steam  generating  unit  stack  at  the  York¬ 
vllle  facility  In  excess  of  4.20  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  Input. 

(35)  In  Lake  County,  no  owner  or  op¬ 
erator  of  the  following  types  of  facilities, 
unless  otherwise  specified  In  this  sub- 
paragraph,  shall  cause  or  permit  emis¬ 
sions  from  stack  in  excess  of  the  rates 
specified  below: 

(1)  For  fossil  fuel-fired  steam  generat¬ 
ing  units  between  10.0  and  1000X10* 
BTU  per  hour  total  rated  capacity  of  heat 
input,  the  emission  rate  In  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  Input  shall  be  calculated  by  the  fol¬ 
lowing  equation: 

EL-~  14.976Q«'*UI 

where  Q.  Is  the  total  rated  capacity  of 
heat  Input  In  million  BTU  per  hour  and 
EL  Is  the  allowable  emission  rate  In 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(il)  For  fossil  fuel-fired  steam  gen¬ 
erating  unlt(s)  equal  to  or  greater  than 
1000x10*  BTU  per  hour  total  rated 
capacity  of  heat  input,  1.40  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input. 

Oil)  The  present  or  any  subsequent 
owner  or  operator  of  the  Ohio  Rubber 
Company  facility  in  Lake  County,  Ohio 
shall  not  cause  or  permit  the  emission  of 
sulfur  dioxide  from  any  stack  at  the  fa¬ 
cility  In  excess  of  6.00  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
Input 

(iv)  The  present  or  any  subsequent 
owner  or  operator  of  the  Palnesvllle 
Municipal  Power  Plant  In  Lake  County, 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  at 
this  facility  in  excess  of  the  rates  speci¬ 
fied  below: 

(A)  Pot  boilers  1  through  4:  5.20 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  Input 

(B)  Boiler  number  5  Is  subject  to  New 
Source  Performance  Standards  and  Is 
limited  to  1.20  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input 

(v)  The  present  or  any  subsequent 
owner  or  operator  of  the  Diamond  Sham¬ 
rock  facility  in  Lake  County,  Ohio  shall 
not  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  stack  at  this  fa¬ 
cility  in  excess  of  0.00  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  In¬ 
put  or  0.00  pounds  of  sulfur  dioxide  from 
any  process. 

(vi)  The  Cleveland  Electric  Illumi¬ 
nating  Co.  or  any  subsequent  owner  or 
operator  of  the  East  Lake  Plant  In  Lake 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  East  Lake  Plant  in  excess 
of  1.43  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input. 

(vll)  In  lieu  of  meeting  subparagraph 
(25)  (vi).  the  Cleveland  Electric  Illu¬ 
minating  Company  may  elect.  In  accord¬ 
ance  with  the  compliance  schedule  pro¬ 
vision  of  |  52.1882,  to  comply  with  the 


emission  limitations  which  satisfy  all  of 
the  following  equations: 

(A)  0.143(XL,+XL,+XL,) 

+0.192  XL, +0.078  XL,— 1.0 

(B)  0.174  (XL, + XL, + XL,) 

+0.108  XL,  +  0.078  XLt^l.O 

(C)  0.113(XLi+XL,  +  XL,) 

+0.187  XL, +0.025  EL^  1.0 


where  EL,  Is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  i 
and  1  Is  the  stack  number.  For  purposes 
of  this  regulation  each  stack  Is  identified 
as  follows: 

Boiler 


Stock  No. 

1 _ 

2 _ 

3  _ 

4  _ 

6 


identification 

_  1 

_  2 

_  3 

_  4 

_  6 


(viii)  The  Lubrizol  Corporation,  or 
any  subsequent  owner  or  operator  of  the 
Lubrizol  facilities  located  In  Lake 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  Lubrizol  facility  in  excess  of 
20.00  pounds  per  ton  of  actual  process 
weight  input. 

(36)  In  Lawrence  County : 

(1)  No  owner  or  operator,  unless 
otherwise  specified  below,  of  any  In¬ 
dustrial  process  equipment  or  fossil  fuel- 
fired  steam  generator  unit(s)  shall  cause 
or  permit  the  combustion  of  gasses  con¬ 
taining  a  total  sulfur  content  expressed 
as  hydrogen  sulfide  In  excess  of  235 
grains  of  hydrogen  sulfide  per  100  dry 
standard  cubic  feet  of  gas;  or  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  In 
excess  of  1.22  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(il)  The  Marquette  Cement  Company 
or  any  subsequent  owner  or  operator  of 
the  Marquette  Cement  Company  facili¬ 
ties  at  Lawrence  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  in  excess  of  73.0  pounds  of  sulfur 
dioxide  per  ton  of  actual  process  weight 
input. 

(Ill)  The  Dayton  Malleable  Iron  Com¬ 
pany  or  any  subsequent  owner  or  opera¬ 
tor  of  the  Dayton  Malleable  Iron  Com¬ 
pany  facilities  at  Lawrence  County,  Ohio 
shall  not  cause  or  permit  the  emission  of 
sulfur  dioxide  In  excess  of  the  rates  spec¬ 
ified  below: 

(A)  2.00  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  Input  at  the 
holding  furnaces. 

(B)  5.40  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  input  at  the 
Cupola. 

(iv)  The  Allied  Chemical  Company  or 
any  subsequent  owner  or  operator  of  the 
Semet  Solvay  Division  at  Lawrence 
County,  Ohio  shall  not  cause  or  permit 
the  combustion  of  gases  containing  a 
total  sulfur  content  expressed  as  hy¬ 
drogen  sulfide  in  excess  of  165  grains  of 
hydrogen  sulfide  per  100  dry  standard 
cubic  feet  of  gas,  or  0.86  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  In¬ 
put,  at  tar  processing  boilers  1,  2  and  3. 

(37)  In  Licking  County,  no  owner  or 
operator  of  any  oil-fired  steam  generat¬ 
ing  unit  (s)  shah  cause  or  permit  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  in 
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excess  of  1.50  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(38)  In  Lorain  County,  no  owner  or 
operator,  unless  otherwise  specified  In 
this  subparagraph,  shall  cause  or  permit 
sulfur  dioxide  emissions  from  any  stack 
in  excess  of  the  rates  specified  below: 

(i)  For  fossil  fuel-fired  steam  generat¬ 
ing  units  between  10.0  and  100  million 
BTU  per  hour  total  rated  capacity  of 
heat  input,  the  maximum  allowable 
emission  rate  from  any  stack  shall  be 
calculated  by  the  following  equation: 

gL=ai.l76Q«-®MTr 

where  Qm  is  the  total  rated  capacity  of 
heat  input  in  million  BTU  per  hour  and 
EL  is  the  allowable  emission  rate  in 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(ii)  For  fossil  fuel-fired  steam  gener¬ 
ating  units  equal  to  or  greater  than  100 
million  BTU  per  hour  total  rated  ca¬ 
pacity  of  heat  Input,  the  maximum 
allowable  emission  rate  from  any  stack 
shall  be  1.70  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input. 

(iii)  The  Cleveland  Electric  Illuminat¬ 
ing  Co.  or  any  subsequent  owner  or  op¬ 
erator  of  the  Avon  Lake  Plant  in  Lorain 
County.  Ohio,  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  Avon  Lake  Plant  in  excess  1.15 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  Input. 

(iv)  In  lieu  of  meeting  subparagraph 
(38)  (iii) ,  the  Cleveland  Electric  Illumi¬ 
nating  Company  may  elect,  in  accordance 
with  the  compliance  schedule  provisions 
of  S  52.1882,  to  comply  with  the  emission 
limitations  which  will  satisfy  all  of  the 
following  equations : 


(A)  0.0891  (ELi  +  ELi+EL:i  +  ELt)  +0.1198 

( ELt+EU )  +0.1578  £1,7  +  0.1041  ELr-'l 

(B)  0.0548  (ELx+EL«  +  EU  +  ELi)  +0.0676 

( ELt+EL ■)  +0.1067  ELt+0.1240  EL^  1 

(C)  0.0909  (ELx  +  ELt+ELz+BL,)  +0.1356 

(BU+EU)  +0.1546  SLt  +  0.0799  EL^l 

(D)  0.0943  (kin  +  ££*+£!,,+ EL.)  +0.1241 

(kLs+EL.)  +0.1606  kLT+0.0844  ELh^ l 

where  ELi  is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  i 
and  1  Is  the  stack  number.  For  purpose 
of  this  regulation  each  stack  is  identified 
as  follows : 

Boiler 

identifi- 

Stack  No.  cation 


1 

2 

8 

4 

ft 

6 

T 

ft 


1  A  2 
3  &  4 

6  A  6 

7  A  8 
9 

10 

11 

12 


(v)  The  Cleveland  Electric  Illuminat¬ 
ing  Co.  or  any  subsequent  owner  or  oper¬ 
ator  of  the  Edgewater  Plant  located  in 
Lorain  County,  Ohio  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  the  Edgewater  facility 
in  excess  of  3.40  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(vl)  The  United  States  Steel  Corpo¬ 
ration  or  any  subsequent  owner  or  op¬ 
erator  of  the  United  States  Steel  facili¬ 


ties  at  Lorain  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  at  those  facilities 
in  excess  of: 

(A)  For  fossil  fuel -fired  steam  gener¬ 
ating  units  number  001  through  009:  1.20 
pounds  of  sulfur  dioxide  per  million  BTU 
of  actual  heat  input. 

(B)  For  fossil  fuel-fired  steam  gen1 
e rating  units  number  010  through  013: 
0.50  pound  of  sulfur  dioxide  per  million 
BTU  of  actual  heat  input. 

(C)  For  all  other  fossil  fuel-fired 
steam  generating  units,  subparagraph 
(38)  (i)  or  (38)  (11)  shall  apply,  as  ap¬ 
plicable. 

(vii)  The  United  States  Steel  Corpo¬ 
ration  or  any  subsequent  owner  or  oper¬ 
ator  of  the  United  States  Steel  facilities 
at  Lorain  County,  Ohio  shall  not  cause 
or  permit  the  combustion  of  by-product 
coke  oven  gas  f  ran  any  stack  containing 
a  total  sulfur  content  expressed  as  hydro¬ 
gen  sulfide  in  excess  of  75  grains  of  hy¬ 
drogen  sulfide  per  100  dry  standard  cubic 
feet  of  coke  oven  gas  or  the  emission  of 
sulfur  dioxide  from  any  stack  in  excess 
of  0.40  pound  of  sulfur  dioxide  per  mil¬ 
lion  BTU  of  actual  heat  input  with  the 
exception  that: 

(A)  For  process  operations  033  and  039, 
the  United  States  Steel  Corporation  or 
any  subsequent  owner  or  operator  of  the 
United  States  Steel  facilities  at  Lorain 
County,  Ohio  shall  not  cause  or  permit 
the  combustion  of  by-product  coke  oven 
gas  from  any  stack  containing  a  total 
sulfur  content  expressed  as  hydrogen  sul¬ 
fide  in  excess  of  35  grains  of  hydrogen 
sulfide  per  100  dry  standard  cubic  feet  of 
coke  oven  gas  or  the  emission  of  sulfur 
dioxide  from  any  stack  in  excess  of  0.10 
pounds  of  sulfur  dioxide  per  million  BTU 
of  actual  heat  input. 

(viii)  The  General  Motors  Corporation 
or  any  subsequent  owner  or  operator  of 
the  Fisher  Body  Plant  at  Lorain  County, 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  at 
the  Fisher  Body  Plant  in  excess  of  the 
rates  specified  below : 

(A)  0.80  pounds  of  sulfur  dioxide  per 
million  BTU  of  actual  heat  input  for  bofl- 
er  number  001  and  002. 

(B)  0.90  pounds  of  sulfur  dioxide  per 
million  BTU  of  actual  heat  input  for 
boiler  number  004. 

(C)  For  all  other  fossil  fuel-fired  steam 
generating  units,  subparagraph  (38)  (1) 
or  (38)  (ii)  shall  apply,  as  applicable. 

(39)  In  Lucas  County,  no  owner  or  op¬ 
erator  of  the  following  types  of  facilities, 
unless  otherwise  specified  in  this  sub- 
paragraph,  shall  cause  or  permit  sulfur 
dioxide  emissions  from  any  stack  in  ex¬ 
cess  of  the  rates  specified  below: 

(i)  For  fossil  fuel-fired  steam  gener¬ 
ating  units  burning  coal  the  emission  rate 
shall  be  1.50  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input. 

(ii)  For  fossil  fuel-fired  steam  gen¬ 
erating  units  burning  oil  the  emission 
rate  shall  be  1.00  pounds  of  sulfur  di¬ 
oxide  per  million  BTU  actual  heat  input. 

(iii)  The  Toledo  Edison  Company  or 
any  subsequent  owner  or  operator  of  the 


Bayshore  Station  in  Lucas  County,  Ohio 
shall  not  cause  or  permit  sulfur  dioxide 
emissions  from  any  stack  at  the  Bayshore 
Station  in  excess  of  the  rates  specified 
below: 

(A)  1.30  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  fossil 
fuel-fired  steam  generating  units  burn¬ 
ing  coal. 

(B)  0.40  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  Input  for  fossil 
fuel-fired  steam  generating  units  burn¬ 
ing  oil. 

(iv)  Standard  Oil  of  Ohio  or  any  sub¬ 
sequent  owner  or  operator  of  the  Stand¬ 
ard  Oil  of  Ohio  facility  located  in  Lucas 
County,  Ohio  shall  not  cause  or  permit 
sulfur  dioxide  emissions  from  any  stack 
at  this  facility  in  excess  of  the  rates 
specified  below: 

(A)  0.50  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  any 
fossil  fuel-fired  steam  generating  unit 
or  process  operation  heater. 

(B)  0.30  pounds  of  sulfur  dioxide  per 
1000  pounds  of  charging  stock  for  cata¬ 
lytic  cracking  units. 

(C)  0.11  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  input  for 
any  process  unless  otherwise  specified  in 
this  subparagraph. 

(v)  Standard  Oil  of  Ohio  or  any  sub¬ 
sequent  owner  or  operator  of  Standard 
Oil  of  Ohio  facility  in  Lucas  County,  Ohio 
shall  not  cause  or  permit  the  combustion 
of  gasses  at  any  flare  at  this  facility  con¬ 
taining  a  total  sulfur  content  expressed 
as  hydrogen  sulfide  (H*S)  in  excess  of  46 
grains  of  hydrogen  sulfide  per  100  dry 
standard  cubic  feet  of  gas. 

(vi)  The  Coulton  Chemical  Company 
or  any  subsequent  owner  or  operator  of 
the  Coulton  Chemical  facility  in  Lucas 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  Coulton  Chemical  facility  in 
excess  of  the  rates  specified  below: 

(A)  0.30  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  fossil 
fuel-fired  steam  generating  units. 

(B)  6.5  pounds  of  sulfur  dioxide  per 
ton  of  100%  sulfuric  acid  produced  for 
sulfuric  acid  production  units. 

(vii)  The  Toledo  Edison  Company  or 
any  subsequent  owner  or  operator  of  the 
Acme  Power  Plant  in  Lucas  County,  Ohio 
shall  not  cause  or  permit  sulfur  dioxide 
emissions  from  any  stack  in  excess  of  the 
rates  specified  below: 

(A)  2.00  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  fossil 
fuel-fired  steam  generating  units  burn¬ 
ing  coal. 

(B)  0.80  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  fossil 
fuel-fired  steam  generating  units  blam¬ 
ing  oil. 

(viii)  Gulf  Oil  or  any  subsequent 
owner  or  operator  of  the  Gulf  Oil  facil¬ 
ity  in  Lucas  County,  Ohio  shall  not  cause 
or  permit  sulfur  dioxide  emissions  from 
any  stack  at  the  Gulf  Oil  facility  in  ex¬ 
cess  of  the  rates  specified  below: 

(A)  0.30  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  any 
fossil  fuel-fired  steam  generating  unit  or 
process  operation  heaters. 


FEDERAL  REGISTER,  VOL  41,  NO.  168 — FRIDAY,  AUGUST  27,  1976 


RULES  AND  REGULATIONS 


36335 


(B)  0.30  pounds  of  sulfur  dioxide  per 
1000  pounds  of  charging  stock  for  cata¬ 
lytic  cracking  units. 

(C)  32.2  pounds  of  sulfur  dioxide  per 
1000  pounds  of  sulfur  processed  for  sul¬ 
fur  recovery  plants. 

(lx)  The  Toledo  Edison  Company  or 
any  subsequent  owner  or  operator  of  the 
Water  Street  Steam  Plant  In  Lucas 
County,  Ohio  shall  not  cause  or  permit 
sulfur  dioxide  emissions  from  any  stack 
at  the  Water  Street  Station  in  excess  of 
0.80  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input. 

<x)  Phillips  Petroleum  Company  or 
any  subsequent  owner  or  operator  of  the 
Toledo  Philblack  Plant  in  Lucas  County, 
Ohio  shall  not  cause  or  permit  sulfur 
dioxide  emissions  from  any  stack  at  the 
Toledo  Philblack  Plant  in  excess  of  the 
rates  specified  below: 

(A)  0.80  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  fossil 
fuel-fired  steam  generating  units. 

(B)  5.45  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  input  for 
any  process. 

(xl)  Interlake  Steel  or  any  subsequent 
owner  or  operator  of  the  Interlake  Steel 
facility  in  Lucas  County,  Ohio  shall  not 
cause  or  permit  sulfur  dioxide  emissions 
from  any  stack  at  this  facility  in  excess 
of  the  rates  specified  below: 

(A)  0.80  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  fossil 
fuel-fired  steam  generating  units. 

(B)  4.93  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  input  for 
any  process. 

(xii)  Nabisco  or  any  subsequent  owner 
or  operator  of  the  Nabisco  facility  in 
Lucas  County.  Ohio  shall  not  cause  or 
permit  sulfur  dioxide  emissions  from  any 
stack  at  this  facility  in  excess  of  1.20 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(xiii)  The  Toledo  Hospital  or  any  sub¬ 
sequent  owner  or  operator  of  the  Toledo 
Hospital  in  Lucas  County,  Ohio  shall  not 
cause  or  permit  sulfur  dioxide  emissions 
from  any  stack  at  this  facility  in  excess 
of  3.50  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input; 

(xiv)  Bun  Oil  or  any  subsequent  owner 
or  operator  of  the  Sun  Oil  facility  in 
Lucas  County,  Ohio  shall  not  cause  or 
permit  sulfur  dioxide  emissions  from  any 
stack  at  the  8un  Oil  facility  in  excess 
of  the  rates  specified  below: 

(A)  0.50  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  fossil 
fuel-fired  steam  generating  units  or. 
process  operation  heaters. 

(B)  2.0  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  input  for 
any  process. 

(xv)  Seneca  Petroleum  or  any  subse¬ 
quent  owner  or  operator  of  the  Seneca 
Petroleum  facility  in  Lucas  County,  Ohio 
shall  not  cause  or  permit  sulfur  dioxide 
emissions  from  any  stack  at  the  Seneca 
Petroleum  facility  in  excess  of  1.20 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(40)  In  Mahoning  County,  no  owner 
or  operator,  unless  otherwise  specified  in 
this  subparagraph,  shall  cause  or  permit 


the  emission  of  sulfur  dioxide  in  excess 
of  the  rates  specified  below: 

(i)  For  fossil  fuel-fired  steam  gener¬ 
ating  units:  0.50  pounds  of  sulfur  dioxide 
per  million  BTU  of  actual  heat  input. 

(11)  For  process  operations:  1.00 
pounds  of  sulfur  dioxide  per  ton  of 
actual  process  weight  input. 

(ill)  No  owner  or  operator  shall  cause 
or  permit  the  combustion  of  by-product 
coke  oven  gas  from  any  stack  containing 
a  total  sulfur  content  expressed  as  hy¬ 
drogen  sulfide  in  excess  of  100  grains  hy¬ 
drogen  sulfide  per  100  dry  standard  cubic 
feet  of  coke  oven  gas  or  the  emission  of 
sulfur  dioxide  from  any  stack  in  excess 
of  0.50  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input. 

(iv)  The  Ohio  Edison  Company  or  any 
subsequent  owner  or  operator  of  the 
North  Avenue  Steam  Plant  located  in 
Mahoning  County  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  the  North  Avenue 
Steam  Plant  in  excess  of  2.00  pounds  of 
sulfur  dioxide  per  million  BTU  of  actual 
heat  input. 

(v)  Lonardo  &  Sons  Greenhouse  or  any 
subsequent  owner  or  operator  of  the 
Lonardo  &  Sons  Greenhouse  facilities  lo¬ 
cated  in  Mahoning  County,  Ohio  shall 
not  cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  at  Lonardo  and 
Sons  Greenhouse  in  excess  of  2.00  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(vi)  Whiteacre -Greer  Fireproofing  or 
any  subsequent  owner  or  operator  of  the 
Whiteacre-Greer  facilities  located  at 
Mahoning  County,  Ohio  shall  not  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  Whiteacre-Greer  in 
excess  of  20  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  input. 

(41)  In  Marion  County: 

(i)  No  owner  or  operator  of  any  process 
equipment  shall  cause  or  permit  the 
emissions  of  sulfur  dioxide  from  any 
stack  in  excess  of  4.20  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put. 

(ii)  No  owner  or  operator  of  any  fos¬ 
sil  fuel-fired  steam  generating  unit(s) 
shall  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  stack  in  excess  of 
6.10  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input. 

(42)  In  Medina  County,  no  owner  or 
operator  of  any  fossil  fuel-fired  steam 
generating  unit  shall  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any  6 tack 
in  excess  of  8.00  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(43)  In  Meigs  County,  no  owner  or 
operator  of  any  process  shall  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  in  excess  of  11.0  pounds 
of  sulfur  dioxide  per  ton  of  actual  process 
weight  input. 

(44)  In  Mercer  County,  no  owner  or 
operator  of  any  fossil  fuel-fired  steam 
generating  unlt(s)  shall  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  in  excess  of  8.00  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(45)  In  Miami  County: 


(i)  No  owner  or  operator  of  any  fossil 
fuel-fired  steam  generating  unit,  unless 
otherwise  specified  in  this  subparagraph, 
shall  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  stack  in  excess  of 
3.20  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input. 

(ii)  No  owner  or  operator  of  any  proc¬ 
ess  shall  cause  or  permit  the  emission  of 
sulfur  dioxide  from  any  stack  in  excess 
of  65.0  pounds  of  sulfur  dioxide  per  ton 
of  actual  process  weight  input. 

(ill)  No  present  or  subsequent  owner 
of  the  Pi  qua  Municipal  Power  Plant  lo¬ 
cated  in  Miami  County,  Ohio  shall  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  in  excess  of  4.78  pounds 
of  sulfur  dioxide  per  million  BTU  of  ac¬ 
tual  heat  input. 

(iv)  In  lieu  of  meeting  subparagxaph 
(45)  (ill),  the  Piqua  Municipal  plant  may 
elect,  in  accordance  with  the  compliance 
schedule  provisions  of  S  52.1882,  to  com¬ 
ply  with  the  emission  limitations  which 
will  satisfy  all  of  the  following  equations : 

(1)  .0730  (££n +  ££.«) +.0628  EL^l 

(2)  .0700<££,,-f £Lt)  +.0663  EL^l 

where  ELt  is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  1 
and  1  is  the  stack  number.  For  purposes 
of  this  regulation  each  stack  is  identified 
as  follows : 

Boiler 

Stack  No.:  identification 

1 . . - .  1,2 

2  -  3 

3  - « 

(46)  In  Montgomery  County,  no  owner 
or  operator  of  any  fossil  fuel-fired  steam 
generating  imit(s) ,  unless  otherwise 
specified  in  this  subparagraph,  shall 
cause  or  permit  sulfur  dioxide  emissions 
in  excess  of  the  rates  specified  below: 

(1)  1.60  pounds  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input  for  fossil  fuel- 
fired  steam  generating  units. 

( ii)  The  Dayton  Power  and  Light  Com¬ 
pany  or  any  subsequent  owner  or  opera¬ 
tor  of  the  Longworth  Street  Station,  the 
Third  Street  Station,  the  Yankee  Sub¬ 
station,  and  the  Monument  Substation 
located  In  Montgomery  County,  Ohio 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  diesel  oil  -fired 
electric  generating  unit  stack  at  these 
stations  in  excess  of  0.65  pounds  of  sul¬ 
fur  dioxide  per  million  BTU  actual  heat 
input. 

(ill)  The  Dayton  Power  and  Light 
Company  or  any  subsequent  owner  or  op¬ 
erator  of  the  Tait  Power  Plant  in  Mont¬ 
gomery  County,  Ohio  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  the  Tait  Plant  in  ex¬ 
cess  of  1.25  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  Input  for  coal- 
fired  units  and  0.65  pounds  of  sulfur 
dioxide  per  million  BTU  actual  beat  in¬ 
put  for  diesel  oil-fired  electric  generating 
units. 

(iv)  The  Dayton  Power  and  Light 
Company  or  any  subsequent  owner  or 
operator  of  the  Hutchings  Power  Plant 
in  Montgomery  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  at  the  Hutchings 
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Plant  In  excess  of  1.20  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  In¬ 
put  for  coal-fired  units  and  0.65  pounds 
sulfur  dioxide  per  million  BTU  actual 
heat  Input  for  diesel  oil-fired  electric 
generating  units. 

(v)  In  lieu  of  meeting  subparagraph 

(46)  (iv),  for  the  coed -fired  units,  the 
Dayton  Power  and  Light  Company  may 
elect.  In  accordance  with  the  compliance 
schedule  provision  of  i  52.1882,  to  comply 
with  the  emission  limitations  which  will 
satisfy  the  following  equation: 

(1)  0.230  EIa+0.297  XL, +0.306  EL,^l 

where  ELt  Is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  1 
and  1  Is  the  stack  number.  For  purpose 
of  this  regulation  each  stack  Is  identified 
as  follows: 

Boiler 

identifl- 

8tack  No.:  cation 

1  _  1.2 

2  . 3,4 

3  _  6,6 

(vi)  The  Delco  Corporation  or  any 
subsequent  owner  or  operator  of  the  Mo¬ 
raine  facility  In  Montgomery  County, 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  fossil 
fuel-fired  steam  generating  unit  stack 
at  the  Moraine  facility  In  excess  of  1.30 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(vii)  The  Defense  Electronics  Supply 
facility,  or  any  subsequent  owner  or  op¬ 
erator  of  this  facility  in  Montgomery 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
fossil  fuel-fired  steam  generating  unit 
stack  at  the  facility  in  excess  of  .95 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(viii)  No  owner  or  operator  of  any 
process  equipment  shall  cause  or  permit 
the  emission  from  any  stack  any  proc¬ 
ess  gas  stream  containing  sulfur  dioxide 
in  excess  of  2.60  pounds  of  sulfur  dioxide 
per  ton  of  actual  process  weight  input. 

(47)  In  Morgan  County: 

(i)  The  Ohio  Power  Company  or  any 
subsequent  owner  or  operator  of  the 
Muskingum  River  Power  Plant  in  Wash¬ 
ington  and  Morgan  Counties,  Ohio  shall 
not  cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  at  the  Muskin¬ 
gum  River  plant  in  excess  of  6.48  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(ii)  In  lieu  of  meeting  subparagraph 

(47)  (1) ,  the  Ohio  Power  Company  may 
elect,  in  accordance  with  the  compli¬ 
ance  schedule  provisions  of  S  52.1882,  to 
comply  with  the  emission  limitations 
which  will  satisfy  the  following  equation: 

<  (a)  0.0902  XLj+0.0641  ELt^l 

where  ELt  is  the  emission  limitation 
(pounds  per  million  BTUKper  stack  1 
and  1  is  the  stack  number.  For  purposes 
of  till*  regulation  each  stack  is  identi¬ 
fied  as  follows: 

Boiler 

Stack  No.:  identflcatUm 

1  . . . 1,2, 3,4 

2  -  6 

(48)  In  Muskingum  County: 


(i)  The  Ohio  Power  Company  or  any 
subsequent  owner  or  operator  of  the  Philo 
Power  Plant  in  Muskingum  County, 
Ohio,  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack 
at  the  Philo  plant  in  excess  of  1.14 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(ii)  In  lieu  of  meeting  subparagraph 

(48)  (1) ,  the  Ohio  Power  Company  may 
elect,  in  accordance  with  the  compliance 
schedule  provisions  of  9  52.1882,  to  com¬ 
ply  with  the  emission  limitations  which 
will  satisfy  all  of  the  following  equations: 

(A)  0.3288  XLi  +  0.3301  EL, +  0.1 583  BL^l 

(B)  0.3588  XLi+0.3605  EL, +  0.1557  EL*=£  1 

where  EL,  is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  1 
and  1  is  the  stack  number.  For  purposes 
of  this  regulation  each  stack  is  identified 
as  follows: 

Boiler 

Stack  No.:  identification 

4  .  41,42,34,38 

6 - 51.52 

6  .  6 

(iii)  No  owner  or  operator  of  any  proc¬ 
ess  equipment  in  Muskingum  County, 
Ohio  shall  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  stack  in  excess 
of  58.0  pounds  of  sulfur  dioxide  per  ton 
of  actual  process  weight  input. 

(49)  In  Ottawa  County: 

(i)  No  owner  or  operator  of  any  fossil 
fuel  steam  generating  unit  shall  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  in  excess  of  C.90  pounds 
of  surfur  dioxide  per  million  BTU  actual 
heat  input. 

(ii)  No  owner  or  operator  of  any  proc¬ 
ess  equipment  shall  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any  stack 
in  exoess  of  that  permitted  by  the  fol¬ 
lowing  equation: 

£L=47.404P^M* 

where  EL  is  the  allowable  emission  rate 
in  pounds  of  sulfur  dioxide  per  hour  and 
P  is  the  actual  process  weight  input  rate 
in  tons  per  hour. 

(50)  In  Paulding  County,  no  owner  or 
operator  of  any  process  equipment  shall 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  in  excess  of  43.0 
pounds  of  sulfur  dioxide  per  ton  of  ac¬ 
tual  process  weight  input. 

(51)  In  Pickaway  County: 

(I)  The  Columbus  and  Southern  Ohio 
Power  Company  or  any  subsequent  owner 
or  operator  of  the  Picway  Power  Plant 
in  Pickaway  County,  Ohio,  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  at  the  Picway 
plant  in  excess  of  4.11  pounds  sulfur  di¬ 
oxide  per  million  BTU  actual  heat  input. 

(II)  In  lieu  of  meeting  subparagraph 
(51)  (1),  the  Columbus  and  Southern 
Ohio  Power  Company  may  elect,  in  ac¬ 
cordance  with  the  compliance  schedule 
provision  of  9  52.1882,  to  comply  with  the 
emission  limitations  which  will  satisfy  all 
of  the  following  equations: 

(A)  0.0848£Li+0.0844£L1+0.0745£Ls^l 

(B)  0 ,0673ELi  +  0 .0569E L,  +  0 .0934XL,— 1 

(C)  0.0405££a + 0.0402EL, + 0.1093EL,— 1 


where  EL,  is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack  land 
1  is  the  stack  number.  For  purpose  of  this 
regulation  each  stack  is  identified  as  fol¬ 
lows: 

Boiler 

Stack  No.:  identification 

8 _ 3 

4  . -  4 

5  -  6 

•  (iii)  No  owner  or  operator  of  any  oil- 
fired  steam  generating  unit  in  Pickaway 
County,  Ohio  shall  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any 
stack  in  excess  of  0.85  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put. 

(52)  In  Pike  County,  no  owner  or  op¬ 
erator  of  any  fossil  fuel-fired  steam  gen¬ 
erating  unit  shall  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any  stack 
in  excess  of  7.00  pounds  of  sulfur  dioxide 
per  million  BTU  of  actual  heat  input. 

(53)  In  Richland  County: 

(i)  No  owner  or  operator  of  any  process 
equipment  shall  cause  or  permit  emis¬ 
sions  of  sulfur  dioxide  in  excess  of  7.10 
pounds  of  sulfur  dioxide  per  ton  of  actual 
process  weight  input. 

(ii)  The  Westinghouse  Electric  Com¬ 
pany,  or  any  subsequent  owner  or  oper¬ 
ator  of  the  Westinghouse  Electric  Com¬ 
pany  facility  at  Richland  County,  Ohio 
shall  not  cause  or  permit  the  emission  of 
sulfur  dioxide  from  any  stack  in  excess 
of  4.50  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input. 

(iii)  The  General  Motors  Corporation, 
or  any  subsequent  owner  or  operator  of 
the  Fisher  Body  Division  Plant  at  Rich¬ 
land  County,  Ohio  shall  not  cause  or  per¬ 
mit  the  emission  of  sulfur  dioxide  from 
any  stack  in  excess  of  3.10  pounds  of  sul¬ 
fur  dioxide  per  million  BTU  of  actual 
heat  input. 

(iv)  The  City  of  Shelby,  or  any  subse¬ 
quent  owner  or  operator  of  the  Shelby 
Municipal  Power  Plant  at  Richland 
County.  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  in  excess  of  9.3  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat  in¬ 
put. 

(54)  In  Ross  County,  the  Mead  Cor¬ 
poration  or  any  subsequent  owner  or  op¬ 
erator  of  the  Mead  Corporation  facilities 
at  Ross  County,  Ohio  shall  not  cause  or 
permit  emission  of  sulfur  dioxide  from 
any  stack  in  excess  of  the  following  rates : 

(i)  4.90  pounds  of  sulfur  dioxide  per 
ton  of  actual  solids  input 

(11)  0.00  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input  for  stacks 
1,  2,  3,  and  4.  For  purposes  of  this  regu¬ 
lation  each  stack  is  Identified  as  follows : 

Boiler 

identi- 

Stack  No.  fi cation 

1 .  1. 

2 .  2. 

3  3, 

4  -  Chllpalco  No.  5. 

(55)  In  Sandusky  County: 
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<i)  No  present  or  subsequent  owner  or 
operator  of  any  fossil  fuel-fired  steam 
generator  unlt(s)  shall  cause  or  permit 
emissions  of  sulfur  dioxide  from  any 
stack  In  excess  of  7.00  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(11)  The  J.E.  Baker  Oompany  or  any 
subsequent  owner  or  operator  of  the  J.E. 
Baker  Company  facilities  In  Sandusky 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  In  excess  of  48.75  tons  of  sulfur 
dioxide  per  ton  of  actual  process  weight 
input.  _ 

(ill)  The  Woodville  Lime  Company,  or 
any  subsequent  owners  or  operator  of  the 
Woodville  Lime  Company  facilities  in 
Sandusky  County,  Ohio  shall  not  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  In  excess  of  8.48  pounds 
of  sulfur  dioxide  per  ton  of  actual  process 
weight  Input. 

(lv)  The  Martin  Marietta  Company  or 
any  subsequent  owner  or  operator  of  the 
Martin  Marietta  facilities  In  Sandusky 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  In  excess  of  15.42  pounds  of  sulfur 
dioxide  per  ton  of  actual  process  weight 
Input. 

(v)  The  Ohio  Lime  Company  or  any 
subsequent  owner  or  operator  of  the  Ohio 
Lime  Company  facilities  in  Sandusky 
County,  Ohio  shall  not  cause  or  permit 
emissions  of  sulfur  dioxide  from  any 
stack  In  excess  of  17.04  pounds  of  sulfur 
dioxide  per  ton  of  actual  process  weight 
Input. 

(56)  In  Scioto  County: 

(I)  Empire  Detroit  Steel  or  any  sub¬ 
sequent  owner  or  operator  of  the  Em¬ 
pire  Detroit  Steel  coke  oven  facility  at 
Scioto  County,  Ohio  shall  not  cause  or 
permit  the  combustion  of  by-product 
coke  oven  gas  from  any  stack  contain¬ 
ing  a  total  sulfur  content  expressed  as 
hydrogen  sulfide  In  excess  of  800  grains 
of  hydrogen  sulfide  per  100  dry  standard 
cubic  feet  of  coke  oven  gas  or  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack 
in  excess  of  4.10  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(II)  No  owtw  or  operator  of  any  oil- 
fired  steam  generating  unit  shall  cause 
or  permit  the  emission  of  sulfur  dioxide 
from  any  stack  in  excess  of  0.60  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(III)  No  owner  or  operator  of  any 
coal-fired  steam  generating  unit  shall 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  in  excess  of  6.90 
pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  Input. 

(57)  In  Seneca  County: 

(1)  No  present  or  any  subsequent  own¬ 
er  or  operator  of  any  fossil  fuel-fired 
steam  generating  unlt(s)  at  Seneca 
County,  Ohio  shall  cause  or  permit  the 
emissions  of  sulfur  dioxide  from  any 
stack  in  excess  of  the  limits  specified 
below: 

(A)  1.20  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  Input  for  oil 
fired  units. 


(B)  8.20  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  Input  for  coal 
fired  units. 

(11)  No  present  or  any  subsequent 
owner  or  operator  of  process  equipment, 
unless  otherwise  specified  in  this  sub- 
paragraph,  shall  cause  or  permit  the 
emissions  of  sulfur  dioxide  from  any 
stack  In  excess  of  34.0  pounds  of  sulfur 
dioxide  per  ton  of  actual  process  weight 
input. 

(ill)  The  Union  Carbide  Corporation, 
or  any  subsequent  owner  or  operator  of 
the  Union  Carbide  Corporation  facilities 
at  Seneca  County.  Ohio  shall  not  cause 
or  permit  emissions  of  sulfur  dioxide  from 
any  stack  in  excess  of  the  limits  specified 
below: 

(A)  552  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  input  at  the 
calcining  furnace. 

(B)  176  pounds  of  sulfur  dioxide  per 
ton  of  actual  process  weight  input  at  the 
activating  furnace. 

(58)  In  Stark  County,  no  owner  or  op¬ 
erator  of  the  following  types  of  facili¬ 
ties,  unless  otherwise  specified  In  this 
subparagraph,  shall  cause  or  permit 
emission  of  sulfur  dioxide  from  any  stack 
In  excess  of  the  rates  specified  below: 

(I)  For  fossil  fuel-fired  steam  generat¬ 
ing  units  between  10.0  and  60.0  million 
BTU  per  hour  total  rated  capacity  of 
heat  input,  the  emission  rate  in  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  input  shall  be  calculated  by  the 
following  equation: 

=1 8. 48Q 

where  Qm  is  the  total  rated  capacity  of 
heat  input  in  million  BTU  per  hour  and 
EL  is  the  allowable  emission  rate  in 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  Input. 

(II)  For  fossil  fuel-fired  steam  gen¬ 
erating  units  equal  to  or  greater  than  60 
million  BTU  per  hour  total  rated  capacity 
of  heat  input:  2.50  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
Input. 

(ill)  Republic  Steel  Corporation  or  any 
subsequent  owner  or  operator  of  the 
Massillon  facilities  In  Stark  County,  Ohio 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  fossil  fuel- 
fired  steam  generating  unit  stack  at  the 
Massillon  facility  in  excess  of  4.40  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  Input. 

(iv)  The  present  or  any  subsequent 
owner  or  operator  of  the  Massillon  State 
Hospital  facilities  in  Stark  County,  Ohio 
shall  not  cause  or  permit  the  emission  of 
sulfur  dioxide  from  any  stack  at  this 
facility  in  excess  of  6.20  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
Input. 

(v)  The  present  or  any  subsequent 
owner  or  operator  of  the  Grief  Board 
Company  facilities  in  Stark  County,  Ohio 
shall  not  cause  or  permit  the  emission  of 
sulfur  dioxide  from  any  stack  at  this 
facility  in  excess  of  0.50  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(vl)  The  present  or  any  subsequent 
owner  or  operator  of  the  Timken  Steel 


Company  facilities  In  Stark  County,  Ohio 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  fossil  fuel- 
fired  steam  generating  unit(s)  stack  at 
this  facility  In  excess  of  the  rates  speci¬ 
fied  below: 

(A)  1.20  pounds  sulfur  dioxide  per  . 
million  BTU  actual  heat  Input  for  coal- 
fired  unlt(s). 

(B)  0.60  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  Input  for  oil- 
fired  unit(s) . 

(vii)  No  owner  or  operator  of  any  by¬ 
product  coke  oven  operating  In  Stark 
County,  Ohio  shall  cause  or  permit  the 
combustion  of  by-product  coke  oven  gas 
containing  a  total  sulfur  content  ex¬ 
pressed  as  hydrogen  sulfide  in  excess 
of  350  grains  of  hydrogen  sulfide  per  100 
dry  standard  cubic  feet  of  coke  oven  gas 
or  the  emission  of  sulfur  dioxide  from  any 
stack  In  excess  of  1.70  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(viii)  No  owner  or  operator  of  any 
process  equipment  In  Stark  County,  Ohio 
shall  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  stack  In  excess  of 
80.0  pounds  of  sulfur  dioxide  per  ton  of 
actual  process  weight  Input. 

(lx)  The  Ashland  Oil  Company,  or  any 
subsequent  owner  or  operator  of  the  Ash¬ 
land  Oil  Company  facilities  In  Stark 
County,  Ohio  shall  not  cause  or  permit 
sulfur  dioxide  emissions  from  any  stack 
at  this  facility  In  excess  of  the  emission 
limitations  listed  below  for  the  different 
sources; 

(A)  97.5  percent  removal  of  sulfur 
dioxide  from  the  fluidized  catalytic 
cracking  unit. 

(B)  1.20  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  Input  to  (he 
stacks  Identified  by  Ashland  Oil  Com¬ 
pany  as  4-16-B-ll,  and  4-0-B-6. 

(C)  0.85  pound  of  sulfur  dioxide  per 
million  BTU  actual  heat  Input  for  all  re¬ 
maining  stacks. 

(59)  In  Summit  County,  no  owner  or 
operator  of  the  following  types  of  facil¬ 
ities,  unless  otherwise  specified  In  this 
subparagraph,  shall  cause  or  permit 
emissions  of  sulfur  dioxide  from  any 
stack  In  excess  of  the  rates  specified  be¬ 
low: 

(I)  For  fossil  fuel-fired  steam  generat¬ 
ing  units  between  10.0  and  300  million 
BTU  per  hour  total  rated  capacity  of 
heat  input,  the  emission  rate  In  pounds 
of  sulfur  dioxide  per  million  BTU  actual 
heat  Input  shall  be  calculated  by  the  fol¬ 
lowing  equation: 

EL=  17.55  Qm  *"" 

where  Qm  Is  the  total  rated  capacity  of 
heat  input  In  million  BTU  per  hour  and 
EL  Is  the  allowable  emission  rate  In 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  Input. 

(II)  For  fossil  fuel-fired  steam  gen¬ 
erating  unlt(s)  equal  to  or  greater  than 
300  million  BTU  per  hour  total  rated 
capacity  of  heat  input,  1.80  pounds  of 
sulfur  dioxide  per  minion  BTU  actual 
heat  Input. 

(III)  The  present  or  subsequent  owner 
or  operator  of  the  Diamond  Crystal  fa- 
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cility  in  Summit  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  at  this  facility  in 
excess  of  6.10  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(iv)  The  present  or  subsequent  owner 
or  operator  of  the  AkweU  Industries  facil¬ 
ities  in  Summit  County,  Ohio  shall  not 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  static  at  this  facility  in 
excess  of  3.60  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(v)  The  present  or  subsequent  owner 
or  operator  of  the  Ohio  Brass  Company 
facilities  in  Summit  County,  Ohio  shall 
not  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  stack  at  this  facility 
in  excess  of  4.20  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(vi)  The  present  or  subsequent  owner 
or  operator  of  the  Sieberling  Rubber 
Company  facilities  in  Summit  County. 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  at 
this  facility  in  excess  of  1.00  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input. 

(vii)  The  present  or  subsequent  owner 
or  operator  of  the  Firestone  Tire  and 
Rubber  Company  facilities.  Summit 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  this  facility  in  excess  of  1.50 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

Cviii)  The  present  or  subsequent  owner 
or  operator  of  the  B.  F.  Goodrich  Tire 
and  Rubber  Company  facilities  in  Sum¬ 
mit  County,  Ohio  shall  not  cause  or  per¬ 
mit  the  emission  of  sulfur  dioxide  from 
any  stack  at  this  facility  in  excess  of  1.90 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 

(lx)  The  Goodyear  Tire  and  Rubber 
Company  or  any  subsequent  owner  or 
operator  of  the  Goodyear  facilities  in 
Summit  County.  Ohio  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  in  excess  of  1.00  pounds  of 
sulfur  dioxide  per  million  BTU  actual 
heat  input  for  fossil  fuel-flred  steam 
generating  units  and  100  pounds  of  sul¬ 
fur  dioxide  per  1000  pounds  of  sulfur 
process  gas  steam. 

(x)  The  present  or  any  subsequent 
owner  or  operator  of  the  Tecumseh  Com¬ 
pany  facilities  in  Summit  County,  Ohio 
shall  not  cause  or  permit  sulfur  dioxide 
emissions  from  fossil  fuel-flred  steam 
generating  unlt(s)  in  excess  of  the  rates 
specified  below: 

(A)  1.70  pounds  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input  for  coal-fired 
units,  and 

(B)  0.70  pounds  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input  for  oil-fired 
unit(s>. 

(xi)  The  Ohio  Edison  Company  or  any 
subsequent  owner  or  operator  of  the 
Ohio  Edison  Company’s  Beech  Street 
Power  Station  in  Summit  County,  Ohio 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  stack  at  the 
Beech  Street  Plant  In  excess  of  4.10 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input. 


(xii)  The  Ohio  Edison  Company  or  any 
subsequent  owner  or  operator  of  the 
Ohio  Edison  Company’s  Gorge  Plant  in 
Summit  County,  Ohio  shall  not  cause  or 
permit  the  emission  of  sulfur  dioxide 
from  any  stack  at  the  Gorge  Plant  in  ex¬ 
cess  of  2.10  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input. 

(xlii)  No  owner  or  operator  of  any 
process  equipment,  unless  otherwise 
specified  in  this  subparagraph,  shall 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  containing  sulfur 
dioxide  in  excess  of  17.0  pounds  of  sulfur 
dioxide  per  ton  of  actual  process  weight 
input. 

(60)  In  Trumbull  County: 

(1)  No  owner  or  operator,  unless  other¬ 
wise  specified  in  the  subparagraph,  shall 
cause  or  permit  the  emission  of  sulfur 
dioxide  from  any  stack  in  excess  of  3.00 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input  for  coal-fired  steam 
generating  units. 

(il)  No  owner  or  operator,  unless  other¬ 
wise  specified  in  this  subparagraph,  shall 
cause  or  permit  the  emission  of  sulfur  di¬ 
oxide  from  any  stack  in  excess  of  1.00 
pounds  of  sulfur  dioxide  per  million  BTU 
actual  heat  input  for  oil-fired  steam  gen¬ 
erating  units. 

(ill)  The  Republic  Steel  Company  or 
any  subsequent  owner  or  operator  of  the 
Republic  Steel  facilities  in  Trumbull 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  fos¬ 
sil  fuel-fired  steam  generating  unit  num¬ 
ber  B001  in  excess  of  0.20  pounds  of  sul¬ 
fur  dioxide  per  million  BTU  actual  heat 
input  and  from  process  operation  P001  in 
excess  of  1.00  pounds  of  sulfur  dioxide 
per  million  BTU  of  actual  heat  input. 

(lv)  Republic  Steel  Corporation  or  any 
subsequent  owner  or  operator  of  the  Re¬ 
public  Steel  facility  in  Trumbull  County, 
Ohio  shall  not  cause  or  permit  the  com¬ 
bustion  of  by-product  coke  oven  gas  con¬ 
taining  a  total  sulfur  content  expressed 
as  hydrogen  sulfide  in  excess  of  300 
grains  of  hydrogen  sulfide  per  100  dry 
standard  cubic  feet  of  coke  oven  gas. 

(v)  No  owner  or  operator  of  any  proc¬ 
ess,  unless  otherwise  specified  in  this 
subparagraph,  shall  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any  stack 
in  excess  of  2.00  pounds  of  sulfur  dioxide 
per  million  BTU  of  actual  heat  Input  to 
the  process  operation. 

(vi)  The  Ohio  Edison  Company  or  any 
subsequent  owner  or  operator  of  the  Niles 
Power  Plant  located  in  Trumbull  County, 
Ohio  shall  not  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  in 
excess  of  5.41  pounds  of  sulfur  dioxide 
per  million  BTU  of  actual  heat  input. 

(vii)  In  lieu  of  meeting  subparagraph 
(60)  (vl) ,  the  Ohio  Edison  Company  may 
elect,  in  accordance  with  the  compliance 
schedule  provisions  of  S  52.1882,  to  com¬ 
ply  with  the  emission  limitations  which 
wUl  satisfy  the  following  equation: 

(A)  0.0923  (ELrt-EU)-l 

where  ELm  Is  the  emission  limitation 
(pounds  per  million  BTU)  per  stack 
1  and  1  is  the  stack  number.  For  purpose 


of  this  regulation  each  stack  is  identified 
as  follows: 

Boflfir 

Stack  No.:  identification 

(viii)  The  United  States  Steel  Corpo¬ 
ration  or  any  subsequent  owner  or  oper¬ 
ator  of  the  McDonald  Mills  in  Trumbull 
County,  Ohio  shall  not  cause  or  permit 
the  emission  of  sulfur  dioxide  from  any 
stack  at  the  McDonald  Mills  in  excess  of 
0-50  pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input. 

(61)  In  Tuscarawas  County: 

(i)  The  present  or  subsequent  owner 
or  operator  of  the  Dover  Municipal 
Power  Plant  in  Tuscarawas  County,  Ohio 
shall  not  cause  or  permit  the  emission 
of  sulfur  dioxides  from  any  stack  at  this 
facility  In  excess  of  4.60  pounds  of  sulfur 
dioxide  per  million  BTU  actual  heat 
input. 

(ii)  No  owner  or  operator  of  any* 
process  shall  cause  or  permit  the  emis¬ 
sion  of  sulfur  dioxide  from  any  stack  in 
excess  of  37.0  pounds  of  sulfur  dioxide 
per  ton  of  actual  process  weight  input. 

(62)  In  Vinton  County,  no  owner  or 
operator  of  any  fossil  fuel-flred  steam 
generating  unit  shall  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any  stack 
In  excess  of  4.80  pounds  of  sulfur  dioxide 
per  million  BTU  actual  heat  input. 

(63)  In  Washington  County: 

(i)  The  Ohio  Power  Company  or  any 
subsequent  owner  or  operator  of  the 
Muskingum  River  Power  Plant  in  Mor¬ 
gan  and  Washington  Counties,  Ohio  shall 
not  cause  or  permit  the  emission  of  sul¬ 
fur  dioxide  from  any  stack  at  the  Mus¬ 
kingum  River  Plant  In  excess  of  6.48 
pounds  of  sulfur  dioxide  per  million  BTU 
of  actual  heat  input. 

(11)  In  lieu  of  meeting  subparagraph 
(63)  (1),  the  Ohio  Power  Company  may 
elect,  in  accordance  with  the  compliance 
schedule  provisions  of  S52.1882,  to  com¬ 
ply  with  the  emission  limitations  which 
will  satisfy  the  following  equation: 

(A)  0.0902  EL] +  0.0641  EL-^1 

where  ELI  is  the  emission  limitation 
(pounds  per  million  -BTU)  per  stack  i 
and  1  is  the  stack  number.  For  purposes 
of  this  regulation  each  stack  is  Iden¬ 
tified  as  follows: 

Boiler 

Stack  No.:  identification 

1  - . 1,2,  3,  4 

2  -  6 

(ill)  The  Shell  Oil  Company  or  any 

subsequent  owner  or  operator  of  the 
Shell  Oil  facilities  at  Washington  Coun¬ 
ty,  Ohio  shall  not  cause  or  permit  the 
emission  of  sulfur  dioxide  from  any 
stack  at  this  facility  in  excess  of  2.50 
pounds  of  sulfur  dioxide  per  million 
BTU  actual  heat  input. 

(64)  In  Wayne  County,  no  present  or 
subsequent  owner  or  operator  of  fossil 
fuel -fired  steam  generating  units  at  the 
facilities  listed  below  shall  cause  or  per¬ 
mit  emissions  of  sulfur  dioxide  in  excess 
of  7.00  pounds  of  sulfur  dioxide  per  mil¬ 
lion  BTU  actual  heat  input: 

(A)  Morton  Salt  Company 
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(B)  Packaging  Corporation  of  Amer¬ 
ica 

(C)  Orrville  Municipal  Power  Plant 

(65)  In  Wood  County,  no  owner  or 

operator  of  any  fossil  fuel-flred  steam 
generating  unit  or  process  operation 
heater  shall  cause  or  permit  the  emission 
of  sulfur  dioxide  from  any  stack  in  ex¬ 
cess  of  1.10  pounds  of  sulfur  dioxide  per 
million  BTU  actual  heat  input. 

3.  A  new  Section  52.1882  is  added  as 
follows: 

§  52.1882  Compliance  Schedules. 

(a)  Federal  compliance  schedules. 

(1)  Except  as  provided  in  subpara¬ 
graph  (5)  of  this  paragraph,  the  owner 
or  operator  of  any  process  equipment 
subject  to  applicable  subparagraphs  of 
S  52.1881(b) ,  shall  comply  with  the  com¬ 
pliance  schedule  in  paragraph  (a)  (2)  of 
this  section. 

(2)  Any  owner  or  operator  of  any 
process  equipment  subject  to  applicable 
paragraphs  of  $  52.1881(b)  of  this  Chap¬ 
ter  shall  take  the  following  actions  to 
comply  with  the  requirements  of  said 
regulation  with  respect  to  that  source  no 
later  than  the  date  specified. 

(i)  8  weeks  from  the  date  of  promul¬ 
gation — Submit  preliminary  control 
plans  to  the  Administrator. 

(ii)  25  weeks  from  the  date  of  promul¬ 
gation — Submit  final  control  plan  to  the 
Administrator. 

(ill)  34  weeks  from  the  date  of  promul¬ 
gation — Award  contracts  for  emissions 
control  systems  or  process  modification, 
or  issue  orders  for  purchase  of  compo¬ 
nent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification  and  notify 
the  Administrator  in  writing  that  such 
action  was  taken. 

(iv)  52  weeks  from  the  date  of  pro¬ 
mulgation — Initiate  on-site  construc¬ 
tion  or  installation  of  emission  control 
equipment  or  process  change  and  notify 
the  Administrator  in  writing  that  such 
action  was  taken. 

(v)  139  weeks  from  the  date  of  promul¬ 
gation — Complete  construction  or  in¬ 
stallation  of  emission  control  equipment 
or  process  change  and  notify  the  Admin¬ 
istrator  in  writing  that  such  action  was 
taken. 

(vl)  154  weeks  from  the  date  of  pro¬ 
mulgation — Complete  shakedown  opera¬ 
tions  and  performance  test  on  source, 
submit  performance  test  results  to  the 
Administrator  and  achieve  final  compli¬ 
ance  with  8  52.1881(b)  of  this  chapter,  as 
applicable. 

(3)  Except  as  provided  in  subpara¬ 
graph  (5)  of  this  paragraph,  the  owner 
or  operator  of  any  stack  venting  any 
fossil  fuel-fired  steam  generating  unit(s) 
subject  to  8  52.1881(b)  of  this  chapter 
shall  comply  the  applicable  compliance 
schedule  in  paragraph  (a)  (4)  of  this 
section. 

(4)  (i)  The  owner  or  operator  of  any 
stack  venting  any  fossil  fuel  fired  steam 
generating  unit(s)  subject  to  8  52.1881 

(b)  of  this  chapter  who  elects  to  comply 


with  an  applicable  optional  emission  lim¬ 
itation  specified  in  8  52.1881(b)  of  this 
chapter,  shall  notify  the  Administrator 
no  later  than  eight  weeks  after  the  date 
of  this  promulgation  of  the  specific  emis¬ 
sion  limitations  selected.  Failure  to  se¬ 
lect  applicable  optional  emission  limita¬ 
tions  shall  result  in  the  facility  being 
subject  to  the  single  uniform  emission 
limitation  for  all  stacks  at  that  facility 
specified  in  8  52.1881(b).  Notice  received 
later  than  eight  weeks  after  the  date  of 
promulgation  shall  be  invalid. 

(ii)  The  owner  or  operator  of  any  fos¬ 
sil  fuel-fired  6team  generating  unit(s) 
subject  to  applicable  subparagraphs  of 
8  52.1881(b)  of  this  chapter  shall  notify 
the  Administrator  no  later  than  eight 
weeks  after  the  date  of  promulgation  of 
his  intent  to  utilize  either  low-sulfur  fuel 
including  blended  or  washed  coal  or  flue 
gas  desulfurization  to  comply  with  the 
requirements  of  said  regulation. 

(ill)  Any  owner  or  operator  of  any 
stack  venting  any  fossil  fuel-fired  steam 
generating  unit(s)  subject  to  applicable 
subparagraphs  of  8  52.1881(b)  of  this 
chapter  who  elects  to  utilize  low-sulfur 
fuel  including  blended  or  washed  coal  to 
comply  with  the  requirements  of  said 
regulation  shall  take  the  following  ac¬ 
tions  with  respect  to  that  source  no  later 
than  the  date  specified: 

(a)  8  weeks  from  the  date  of  promul¬ 
gation — Submit  to  the  Administrator  a 
projection  for  10  years  of  the  amount  of 
fuel  by  types  that  will  be  substantially 
adequate  to  enable  compliance  with 
8  52.1881(b)  of  this  chapter,  as  appli- 

(b)  32  weeks  from  the  date  of  promul¬ 
gation — Submit  data  demonstrating  the 
availability  of  the  fuel  meeting  the  re¬ 
quirements  projected  in  subparagraph 

(a)  to  the  Administrator. 

(c)  36  weeks  from  the  date  of  promul¬ 
gation — Submit  a  statement  to  the  Ad¬ 
ministrator  as  to  whether  boiler  modifi¬ 
cations  will  or  will  not  be  required.  If 
modifications  will  be  required,  submit 
plans  for  such  modifications. 

(d)  50  weeks  from  the  date  of  promul¬ 
gation — Let  contracts  for  necessary 
boiler  modifications,  if  applicable,  and 
notify  the  Administrator  in  writing  that 
such  action  was  taken. 

(e)  60  weeks  from  the  date  of  pro¬ 
mulgation — Initiate  on-site  modifica¬ 
tions,  if  applicable,  and  notify  the  Ad¬ 
ministrator  in  writing  that  such  action 
was  taken. 

(f)  118  weeks  from  the  date  of  promul¬ 
gation — Complete  on-site  modification, 
if  applicable,  and  notify  the  Adminis¬ 
trator  in  writing  that  such  action  was 
taken. 

(g)  122  weeks  from  the  date  of  pro¬ 
mulgation — Achieve  final  compliance 
with  the  emission  limitation  of  8  52.1881 

(b)  of  this  chapter,  as  applicable,  and 
notify  the  Administrator  in  writing  that 
such  action  was  taken. 

(iv)  Any  owner  or  operator  of  any 
stack  venting  any  fossil  fuel-flred  steam 


generating  imit(s)  subject  to  applicable 
subparagraphs  of  8  52.1881(b)  of  this 
chapter  who  elects  to  utilize  flue  gas  de¬ 
sulfurization  to  comply  with  the  require¬ 
ments  of  said  regulations  shall  take  the 
following  actions  with  respect  to  the 
source  no  later  than  the  date  specified. 

(a)  17  weeks  from  the  date  of  promul¬ 
gation — Let  necessary  contracts  for  con¬ 
struction  and  notify  the  Administrator 
in  writing  that  such  action  was  taken. 

(b)  61  weeks  from  the  date  of  promul¬ 
gation — Initiate  on-site  construction  and 
notify  the  Administrator  in  writing  that 
such  action  was  taken. 

(c)  145  weeks  from  the  date  of  promul¬ 
gation — Complete  on-site  construction 
and  notify  the  Administrator  in  writing 
that  such  action  was  taken. 

(d)  156  weeks  from  the  date  of  promul¬ 
gation — Complete  shakedown  operations 
and  performance  test  on  source,  submit 
performance  test  results  to  the  Admin¬ 
istrator  and  achieve  final  compliance 
with  §  52.1881(b)  of  this  chapter,  as  ap¬ 
plicable. 

(5)  (i)  None  of  the  preceding  sub- 
paragraphs  of  this  paragraph  shall  apply 
to  any  owner  or  operator  of  a  source 
which  is  presently  in  compliance  with 
the  applicable  subparagraphs  of  8  52.1881 
(b)  of  this  chapter. 

(ii)  Any  owner  or  operator  of  a  source 
capable  of  emitting  100  tons  of  sulfur 
dioxide  per  year  from  all  stacks  at  any 
facility  who  is  presently  in  compliance 
with  the  applicable  subparagraphs  of 
8  52.1881(b)  of  this  chapter  shall  so 
certify  to  the  Administrator  by  four 
weeks  from  the  date  of  promulgation. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  in  this  paragraph 
who  elects  to  achieve  compliance  by 
means  not  covered  by  this  paragraph 
may  submit  to  the  Administrator  no  later 
than  six  weeks  from  the  date  of  promul¬ 
gation  a  proposed  alternative  compliance 
schedule.  For  process  equipment  subject 
to  applicable  subparagraphs  of  52.1881 
(b)  of  this  chapter  no  such  compliance 
schedule  may  provide  for  final  compli¬ 
ance  after  the  final  compliance  date  in 
subparagraph  (2)  of  this  paragraph.  For 
any  stack  venting  any  fossil  fuel-fired 
steam  generating  unit(s)  subject  to  ap¬ 
plicable  subparagraphs  of  8  52.1881(b) 
of  this  chapter,  which  will  utilize  low- 
sulfur  fuel  including  blended  or  washed 
coal  to  comply  with  the  requirements  of 
said  regulations,  no  such  compliance 
schedule  may  provide  for  final  compli¬ 
ance  after  final  compliance  date  in  sub- 
paragraph  (4)  (iii)  of  this  paragraph.  For 
any  stack  venting  any  fossil  fuel-flred 
steam  generating  imit(s)  subject  to  ap¬ 
plicable  subparagraphs  of  8  52.1881(b)  of 
this  chapter,  which  will  utilize  flue  gas 
desulfurization  to  comply  with  the  re¬ 
quirements  of  said  regulations,  no  such 
compliance  schedule  may  provide  for 
final  compliance  after  the  final  compli¬ 
ance  date  in  subparagraph  (4)  (iv)  of  this 
paragraph. 

(iv)  Any  owner  or  operator  of  any 
process  equipment  subject  to  applicable 
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subparagraphs  of  8  52.1881(b)  of  this 
chapter  who  submits  an  alternative  com¬ 
pliance  schedule  pursuant  to  5  52.1882(a) 
(5)  (111)  of  this  chapter  shall  remain 
subject  to  the  provisions  of  S  52.1882(a) 
(2)  of  this  chapter  until  the  alternative 
schedule  Is  approved  by  the  Administra¬ 
tor. 

(v)  Any  owner  or  operator  of  any 
stack  venting  any  fossil  fuel-fired  steam 


RULES  AND  REGULATIONS 

generating  unlt(s)  subject  to  applicable 
subparagraphs  of  8  52.1881(b)  of  this 
chapter  who  submits  an  alternative  com¬ 
pliance  schedule  pursuant  to  §  52.1882 
(a)  (5)  (ill)  of  this  chapter  shall  remain 
subject  to  the  provisions  of  8  52.1882(a) 
(4)  of  this  chapter  until  the  alternative 
schedule  is  approved  by  the  Adminis¬ 
trator. 


(6)  Nothing  In  this  paragraph  shall 
preclude  the  Administrator  from  pro¬ 
mulgating  a  separate  schedule  for  any 
source  to  which  the  application  of  the 
compliance  schedules  in  paragraphs  (d) 
(2) ,  or  (4)  of  this  section  fails  to  satisfy 
the  requirements  of  8  51.15  (b)  and  (c) 
of  this  Chapter. 
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